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Announcement 


We have been breeding Shorthorn Cattle for 
50 years on the same farm and have rented the 


farm and are going to take a well earned rest. 


It will be our pleasure to meet anyone inter- 


ested in good beef cattle at this sale. 


This is a dispersion sale although no foot 


notes appear in this catalogue. We are sure you 


will find the quality, condition and breeding ac- 


ceptable to add to your own herd. 


We only hope that their ownership will be as 


pleasing to you as it has been tous. 


Guarantee 


This is a working herd as can be seen by the 
number of calves at foot. There will be no fitted 
cattle, they will be presented in their everyday 
farm working condition. 


Every animal will be represented as is, if any 
thing is wrong we will bring it out to the best of 
our knowledge and there will be no further guarantee 
as this is a dispersion sale. 


HEALTH: All cattle will have passed a clean 
TB test within 30 days of sale. The entire herd 
has been calfhood vaccinated for Bangs. 


Allfemales over 30months of age will be blood 
tested. Calfhood vaccination certificates will be 
furnished for all animals under 30 months of age. 
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ms ALTA, IOWA 


DEWAR BROS. 


Roan, calved May 2, 1947. 


Newallyn Ringleader 2091497 


Roan, Harry A. Newman 
Sire 
WESTON TRADEMARK 2240705 
Roan, F. E. Jackson 
64th Duchess of Gloster 1917425 
Roan, F. E. Jackson 
Browndale Admiral 2027549 
Roan, F. E. Jackson 
Dam 


ROSEWOOD PRINCESS 2D 2151144 
Roan, Morse Bros. 


Rosewood Princess 1947496 
Red, Morse Bros. 


DEWAR BROS. 


Roan, calved April 1, 1948. 


Edellyn Campeon Mercury 2071109 
Thos. E. Wilson 


White, 
Sire 
SNI-A-BAR MERCURY 2288956 


Roan, Sni-a-Bar Farms 
Millhills Lady Augusta 1991397 
Roan, Duncan M. Stewart 
Newallyn Ringleader 2091497 
Roan,” Harry A. Newman 
Dam 


CECILIA 49TH 2288756 
White, 


Joseph M. Collins 


Cecilia 38th 1867439 
White, 


| 
| 
| 


Joseph M. Collins 


LEEWOOD TRADEMARK 11TH 2434851 R-275 


MERCURY'S IDOL 2516816 R-198 


REF. SIRE 


Bred by Morse Bros., Seneca, S. Dak. Owned by 
Dewar Bros., Cherokee, Iowa. 


Pitpointie Tuscan 2070687 

Roan, Robert L. P. Duncan 
Klaymor Mildred 3d =286749= 
Roan, W. J. Russell 


Browndale Sigler 1849203 

Roan, F, E. Jackson 

59th Duchess of Gloster 1485309 
Roan, C. A. DeVaul 


Edellyn Collynie 1923689 
White, Thos. E. Wilson 
Augusta Premier 1648056 
Red, Bellows Bros. 


Browndale Nobleman 1876801 
Red, F. E. Jackson 
Rosewood Beauty 1838077 
Roan, Morse Bros. 


REFS the 


Bred by Joseph M. Collins, Dell Rapids, S. Dakota. 
Owned by Dewar Bros., Cherokee, Iowa. 


Calrossie Mercury 1957318 
White, J. MacGillivray 
Collynie Princess 51st 1773024 
Roan, Duthie Webster 


Bapton Banner Bearer (268265) 


Red, Bapton Shorthorn Co., Ltd. 
Conland Augusta (161572) 
Red, W. G. Piper 


Pitpointie Tuscan 2070687 
Roan, R. L. P. Duncan 
Klaymor Mildred 3d =286749= 
Roan, W. J. Russell 


Caledonia Count 1472484 
Roan, Thos. E. Wilson 


Cecilia 35th 1441278 
White, 


H. A. Rickert 


DEWAR BROS. 
SPREADING ELM STAR 2859-790 R-H 233 


SPREADING ELM STAR 


REF. SIRE 


Roan, calved October 12, 1955. Bred by H. N. Harrison, Washta, Iowa. Owned by 
Dewar Bros., Cherokee, Iowa. 


Sire 


Cruggleton Platts (368753) 
RWM, Albert Jas. Marshall 


KNOBHILL PLATTS 2621651 


Roan, 


Dam 


T.S. &T. P. Coleman 

2621650 
Gosshall Orange Blossom 57th 
Roan, T.S. & T. P. Coleman 


Gregg Farms Champion 2547086 
Roan, D. M. Gregg 


VINOLIA SUE 2698176 


Roan, 


D. M. Gregg 


Gregg Farms Vinolia Sue 2592668 
Roan, D. M. Gregg 


: 
! 
| 


Cruggleton Achilles (336186) 

Red, Albert Jas. Marshall 
Princess Connie (275558) 

RLW, Albert Jas. Marshall 


Calrossie Security (309539) 

Dk. Roan, J. MacGillivray 
Gosshall Orange Blossom 20th 
White, Thomas S. Coleman 


Edellyn Valiant Mercury 2247154 
Dk. Roan, Thos. E. Wilson 
Gregg Farms Cluny Clara 2364150 
Roan, D. M. Gregg 


Edellyn Valiant Mercury 2247154 
Dk. Roan, Thomas E. Wilson 
Gregg Farms Red Vinolia 2307953 
Red, D. M. Gregg 


DEWAR BROS. 


MAR-BEL FEERLESS 5TH 2975-055 L-5803 


S 


MALE 


Red, calved March 2, 1958. Bred by M. W. Smith, Paullina, Iowa. Cwned by 
Dewar Bros., Cherokee, Iowa. 


Sere 

MAR-BEL FEERLESS 2885584 
Red, William A, Taylor 
Dam 

MAR-BEL FLORENCE 2823431 
Red, M. W. Smith 


DEWAR BROS. 


SPREAD ING ELM STAR 5TH 2959-721 R-D5/ L-26 


Louada Fearless 2835591 

Red, L. Cadesky 
Hickories Rubyhill 2783220 

Dk. Roan, Reynolds Brothers 


Leewood Spearhead 2604506 
Red, S. J. O'Bryan 
Leader's Florence 2602273 
Red, M. W. Smith 


MALE 


Red, calved October 13, 1957. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sire 

SPREADING ELM STAR 2859790 
Roan, H. N. Harrison 

Dam 


SPREADING ELM GLOSTER 48TH 2736387 


Red, Dewar Brothers 


DEWAR BROS. 


SPREADING ELM STAR 7TH 2959-723 R-D 57 L-29 


Knobhill Platts 2621651 


Roan, T.S. & T. P. Coleman 
Vinolia Sue 2698176 
Roan, D. M. Gregg 
Leewood Trademark 11th 2434851 
Roan, Morse Brothers 
Spreading Elm Gloster 44th 
Roan, Dewar Brothers 

MALE 


White, calved October 17, 1957. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sere 

SPREADING ELM STAR 2859790 

Roan, H. N. Harrison 

Dam ; 
SPREADING ELM GARDENIA 3D 2809543 
Roan, Dewar Brothers 


Knobhill Platts 2621651 


Roan, T. S. & T. P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 

Spreading Elm Mark 7th 2680940 
White, Dewar Brothers 
Spreading Elm Gardenia 2716021 

Red, Dewar Borthers 


NOVEMBER 28, 1959 =o 


DEWAR BROS. MALE 
SPREADING ELM STAR 8TH 2959-724 R-D57 L-30 


Red, calved October 9, 1957. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T.S. & T.P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 

Roan, D. M. Gregg 
Dam Leewood Trademark 11th 2434851 
ROAN LADY 20TH 2782976 Roan, Morse Bros. 
Red, Dewar Bros. Roan Lady 18th 2545771 

Roan, Otto Thiede & Sons 


DEWAR BROS. MALE 
SPREADING ELM STAR 12TH 2959-728 R-D 57 L-40 


Red, calved October 9, 1957. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sere Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T.S. & T.P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 
Roan, D. M. Gregg 
Dam Spreading Elm Idol 22d 2718595 
SPREADING ELM NOVELTY 8TH 2880270 Red, Dewar Bros. 
Roan, Dewar Bros. Spreading Elm Novelty 2d 2680947 
White, Dewar Bros. 


DEWAR BROS. MALE 
SPREADING ELM STAR 13TH 2959-729 R-D57 L-44 


Red, calved October 31, 1957. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sere Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T.S. & T.P. Coleman 
Roan, H, N. Harrison Vinolia Sue 2698176 
Roan, D. M. Gregg 
Dam Mercury's Idol 2516816 
SPREADING ELM SECRET 17TH 2880273 Roan, Joseph M. Collins 
Red, Dewar Bros. Spreading Elm Secret 14th 2736393 
Roan, Dewar Bros. 


ALTA, IOWA 


DEWAR BROS. MALE 
SPREADING ELM STAR 14TH 2959-730 R-D5/7 L-45 


Red, calved November 1, 1957. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T. S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 
Roan, D. M. Gregg 
Dam Spreading Elm Idol 22d 2718595 
SPREADING ELM NOVELTY 9TH 2880271 Red, Dewar Bros. 
Roan, Dewar Bros. Spreading Elm Novelty 2621616 
White, Dewar Bros. 


DEWAR BROS. MALE 
SPREADING ELM STAR 17TH 2959-733 R-D 57 L-48 


White, calved November 12, 1957. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sere Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T. S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 

Roan, D. M. Gregg 
Dam Leewood Trademark 11th 2434851 
SPREADING ELM MYSIE 40TH 2621613 Roan, Morse Bros. 
Roan, Dewar Bros. Spreading Elm Mysie 34th 2481553 


Dk. Roan, Dewar Bros. 


DEWAR BROS. MALE 
SPREAD ING ELM STAR 19TH 2959-735 R-D5/ L-51 


Red, calved December 9, 1957. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T. S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 

Roan, D. M. Gregg 
Dam Leewood Trademark 11th 2434851 
SPREADING ELM GARDENIA 2D 2782977 Roan, Morse Bros. 
Red, Dewar Bros. Garland 2d 2445830 


Red, Otto Thiede & Sons 


DEWAR BROS. 


Roan, calved January 7, 1958. 


Sire 

SPREADING ELM STAR 2859790 

Roan, H. N. Harrison 

Dam 

SPREADING ELM NOVELTY 10TH 2880272 
Roan, Dewar Bros. 


DEWAR BROS. 


White, calved April 9, 1958. 


Scre 

SPREADING ELM STAR 2859790 
Roan, H. N. Harrison 

Dam 


ROSE PRINCESS 5TH 2504637 
Dk. Roan, Dewar Bros. 


DEWAR BROS. 


White, calved December 13, 1957. 


Sire 

SPREADING ELM STAR 2859790 
moan, = H. N. Harrison 

Dam 

VILLAGE VICTORIA 71ST 2880276 
Roan, Dewar Bros. 


SPREADING ELM STAR 20TH 2959-736 R-D57 L-52 


SPREADING ELM STAR 21ST 2959-737 R-D58 L-1 


SPREADING ELM STAR 23D 2995-773 R-D58 L-7 


MALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Knobhill Platts 2621651 


Roan, T. S. & T.P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 
Spreading Elm Idol 22d 2718595 
Red, Dewar Bros. 
Spreading Elm Novelty 3d 2770348 
White, Dewar Bros. 


MALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Knobhill Platts 2621651 


Roan, T. S. & T. P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 
Goldfinder Emblem 2059225 

Red, M. D. Whimple 

Rose Princess 1885862 

Roan, Dewar Bros. 


MALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Knobhill Platts 2621651 


Roan, T. S. & T. P. Coleman 
Vinolia Sue 2698176 
Roan, D. M. Gregg 


Spreading Elm Idol 22d 2718595 
Red, Dewar Bros. 
Village Victoria 55th 2621618 
White, Dewar Bros. 


DEWAR BROS. 


SPREADING ELM STAR 24TH 2995-774 R-D5& L-11 


MALE 


Red, calved April 21, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


SPREADING ELM STAR 2859790 
Roan, H. N. Harrison 


VILLAGE VICTORIA 64TH 2782983 
Roan, Dewar Bros. 


DEWAR BROS. 


Knobhill Platts 2621651 


Roan, T.S.& T. P. Coleman 
Vinolia Sue 2698176 
Roan, D. M. Gregg 
Mercury's Idol 2516816 
Roan, Joseph M. Collins 
Village Victoria 59th 2680949 
Roan, Dewar Bros. 

MALE 


SPREADING ELM STAR 25TH 2995-775 R-D58& L-13 


YT 


Red, calved April 26, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


SPREADING ELM STAR 2859790 
Roan, H. N. Harrison 


AUGUSTA BEAUTY 9TH 2710480 
Red, Dewar Bros. 


DEWAR BROS. 


SPREADING ELM STAR 26TH 2995-776 R-D58 L-17 


Knobhill Platts 2621651 


Roan, T.S.& T. P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 

Leewood Trademark 11th 2434851 
Roan, Morse Bros. 

Augusta Beauty 4th 2481550 

Red, Dewar Bros. 


MALE 


Red, calved May 15, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


SPREADING ELM STAR 2859790 
Roan, H. N. Harrison 


SPREADING ELM SECRET 18TH 2901194 
Roan, Dewar Bros. 


OVEMBER 28, 1959 


Knobhill Platts 2621651 


Roan, T.S. & T. P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 
Spreading Elm Idol 25th 2770337 
Red, Dewar Bros. 
Spreading Elm Secret 13th 2504641 
White, Dewar Bros. 


DEWAR BROS. MALE 
SPREADING ELM STAR 27TH 2995-777 R-D58 L-19 


Roan, calved May 18, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sie Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T.S. & T.P. Coleman 
Roan, H, N. Harrison Vinolia Sue 2698176 
Roan, D. M. Gregg 
Dam Leewood Trademark 11th 2434851 
SPREADING ELM PRINCESS 8TH 2658722 Roan, Morse Bros. 
Roan, Dewar Bros. Spreading Elm Princess 4th 2073963 
Roan, Dewar Bros. 


DEWAR BROS. MALE 
SPREADING ELM STAR 28TH 2995-778 R-D58 L-21 


Red, calved June 4, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T.S. & T.P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 

Roan, D. M. Gregg 
Dam Mercury's Idol 2516816 
LADY MYSIE 33D 2782975 Roan, Joseph M. Collins 
Red, Dewar Bros. Lady Mysie 17th 1986901 

Roan, Dewar Bros. 


DEWAR BROS, MALE 
SPREADING ELM STAR 30TH 2995-780 R-D58 L-26 


Red, calved July 12, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T.S. & T.P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 
Roan, D. M. Gregg 
Dam Goldfinder's Robin 2355917 
AUGUSTA BEAUTY 5TH 2504634 Red, Otto Thiede & Sons 
Roan, Dewar Bros. Augusta Beauty 3d 2266564 
Roan, Dewar Bros. 


S 


DEWAR BROS. MALE 
SPREADING ELM STAR 31ST 2995-781 R-D58 L-27 


Red, calved September 19, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T. S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 

Roan, D. M. Gregg 
Dam Leewood Trademark 11th 2434851 
ELM CASSANDRIA 7TH 2736385 Roan, Morse Bros. 
Dk. Roan, Dewar Bros. Elm Cassandria 5th 2567049 

Red, Dewar Bros. 


DEWAR BROS. MALE 
SPREAD ING ELM STAR 32D 2995-782 R-D58 L-30 


Roan, calved September 24, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Scere Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T. S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 
Roan, D. M. Gregg 
Dam Leewood Trademark 34th 2547274 
ELM CASSANDRIA 6TH 2680942 Roan, Fred Lee 
White, Dewar Bros. Elm Cassandria 4th 2504636 
White, Dewar Bros. 


DEWAR BROS. MALE 
SPREAD ING ELM STAR 33D 2995-783 R-D58 L-34 


Red, calved October 2, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Scre Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T. S. & T. P. Coleman 
Roan, H, N. Harrison Vinolia Sue 2698176 

Roan, D. M. Gregg 
Dam Leewood Trademark 11th 2434851 
VILLAGE VICTORIA 59TH 2680949 Roan, Morse Bros. 
Roan, Dewar Bros. Village Victoria 32d 1885868 


Roan, Dewar Bros. 


Roan, calved October 3, 1958. 


Sire 


SPREADING ELM STAR 2859790 


Roan, 


Dam 


SPREADING ELM GLOSTER 60TH 2901193 


Red, 


White, calved October 3, 1958. 


Scre 


SPREADING ELM STAR 2859790 


Roan, 


Dam 


SPREADING ELM NOVELTY 3D 2770348 


White, 


Roan, calved October 16, 1958. 


Scre 


SPREADING ELM STAR 2859790 


Roan, 


Dam 


SPREADING ELM VICTORIA 6TH 2880274 


Red, 


DEWAR BROS. 


H. N. Harrison 


Dewar Brothers 


DEWAR BROS. 


H. N. Harrison 


Dewar Brothers 


DEWAR BROS. 


H. N. Harrison 


Dewar Brothers 


SPREADING ELM STAR 34TH 2995-784 R-D58 L-35 


SPREADING ELM STAR 35TH 2995-785 R-D58 L-36 


SPREADING ELM STAR 36TH 2995-786 R-D58 L-37 


MALE 


Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Knobhill Platts 2621651 


Roan, T.S. & T. P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 

Spreading Elm Idol 25th 2770337 
Red, Dewar Brothers 
Spreading Elm Gloster 50th 2736389 
Red, Dewar Brothers 


MALE 


Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Knobhill Platts 2621651 


Roan, T.S. & T. P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 
Spreading Elm Idol 2621596 

Roan, Dewar Brothers 
Spreading Elm Novelty 2621616 
White, Dewar Brothers 


MALE 


Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Knobhill Platts 2621651 


Roan, T.S. & T. P. Coleman 
Vinolia Sue 2698176 
Roan, D. M. Gregg 


Spreading Elm Idol 22d 2718595 
Red, Dewar Brothers 
Spreading Elm Victoria 3d 2680948 
Red, Dewar Brothers 


SRTHORNS = 


DEWAR BROS. MALE 
SPREADING ELM STAR 37TH 2995-787 R-D58 L-4l 


Roan, calved November 2, 1958. Bred & Owned by Dewar Bros., Cherokee, lowa. 
Sere Knobhill Platts 2621651 ~ 
SPREADING ELM STAR 2859790 Roan, T. S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 
Roan, D. M. Gregg 
Dam Mercury’s Idol 2516816 
SPREADING ELM SECRET 17TH 2880273 Roan, Joseph M. Collins 
Red, Dewar Bros. Spreading Elm Secret 14th 2736393 
Roan, Dewar Bros. ° 


DEWAR BROS. MALE 
SPREADING ELM STAR 38TH 2995-788 R-D58 L-42 


Roan, calved November 5, 1958. Bred & Owned by Dewar Bros., Cherokee, lowa. 


Sere Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T. S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 
Roan, D. M. Gregg 
Dam Spreading Elm Idol 22d 2718595 
VILLAGE VICTORIA 71ST 2880276 Red, Dewar Bros. 
Roan, Dewar Bros. Village Victoria 55th 2621618 
White, Dewar Bros. 


DEWAR BROS. | MALE 
SPREADING ELM STAR 39TH 2995-789 R-D59 L-1 


Roan, calved January 6, 1959. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sere Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T. S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 

Roan, D. M. Gregg 
Dam : Spreading Elm Mark 16th 2736382 
SPREADING ELM GARDENIA 4TH 2865468 Red, Dewar Bros. 
Red, Dewar Bros. Garland 2d 2445830 

Red, Otto Thiede & Sons 


NOVEMBER 28, 1959 =u 
— 


SPREADING ELM DUTCHESS 24TH 
One of our Dutchess of Gloster Family 
Sold to Hal. Williams, Madera, California. 


DEWAR BROS. 


SPREADING ELM GLOSTER 50TH 2736-389 R-D52 L-31 


FEMALE 


Red, calved November 7, 1952. Bred & Owned by Dewar Bros., Cherokee, Iowa. 
Horn; 45 


Weston Trademark 2240705 
Roan, F. E. Jackson 


Sere ; 
LEEWOOD TRADEMARK 11TH 2434851 
Roan, Morse Bros. 


Rosewood Princess 2d 2151144 
Roan, Morse Bros. 


Goldfinder Emblem 2059225 


Red, M. D. Whimple 
Dam | 
SPREADING ELM GLOSTER 36TH 2430363 
Roan, Dewar Bros. 


Spreading Elm Gloster 25th 2043767 


White, Dewar Bros. 


Newallyn Ringleader 2091497 


Roan, Harry A. Newman 
64th Duchess of Gloster 1917425 
Roan, F. E. Jackson 
Browndale Admiral 2028549 
Roan, F. E. Jackson 
Rosewood Princess 1947496 
Red, Morse Bros. 


Goldfinder Diamond 1831545 


Roan, Thos. E. Wilson 
Faustiana Gipsy 1766014 

Red, L. A. Strother & Son 
The Piper 1885859 

Roan, Dewar Bros. 
Spreading Elm Gloster 13th 1791436 
Roan, Dewar Bros. 


SPREADING ELM GLOSTER 50TH - Red bull calf, calved April 2, 1959 by Spreading Elm 


Star. Rebred. 


DEWAR BROS. 


FEMALE 


SPREADING ELM VIOLET 14TH 2913506 R-D 56 L-8 


Red, calved April 11, 1956. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Horn: 20 
Spreading Elm Idol 7th 2621602 
Red, Dewar Brothers 
Sere 
SPREADING ELM IDOL 22D 2718595 
Red, Dewar Brothers 
Village Victoria 56th 2621619 
Roan, Dewar Brothers 
Mercury's Idol 2516816 
Roan, Joseph M. Collins 
Dam 


SPREADING ELM VIOLET 10TH 2710482 
Roan, Dewar Brothers 


Spreading Elm Violet 7th 2532009 
Roan, Dewar Brothers 


Mercury's Idol 2516816 

Roan, Joseph M. Collins 
Spreading Elm Gloster 36th 2430363 
Roan, Dewar Brothers 


Leewood Trademark 11th 2434851 
Roan, Morse Brothers 
Village Victoria 34th 2073965 
Roan, Dewar Brothers 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Goldfinder Emblem 2059225 
Red, M. D. Whimple 
Spreading Elm Violet 1950260 
Roan, Dewar Brothers 


SPREADING ELM VIOLET 14TH - Roan Heifer, calved, April 4, 1959 by Spreading Elm Star. 
Rebred. 


DEWAR BROS. 


Roan, calved May 19, 1957. 
Horn: 81 


Mercury's Idol 2516816 


Roan, Joseph M. Collins 

Sere 

SPREADING ELM IDOL 25TH 2770337 

Red, Dewar Brothers 
Village Victoria 56th 2621619 
Roan, Dewar Brothers 
Leewood Trademark 11th 2434851 
Roan, Morse Brothers 

Dam 


SPREADING ELM MYSIE 46TH 2736390 
Roan, Dewar Brothers 


Spreading Elm Mysie 37th 2567055 
Roan, Dewar Brothers 


SPREADING ELM MYSIE 60TH 2947-031 R-D 57 L-1l 


FEMALE 


Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Leewood Trademark 11th 2434851 
Roan, Morse Brothers 
Village Victoria 34th 2073965 
Roan, Dewar Brothers 


Weston Trademark 2240705 
Roan, F, E. Jackson 
Rosewood Princess 2d 2151144 
Roan, Morse Brothers 


Goldfinder's Challenger 2445826 
Red, Otto Thiede & Sons 
Spreading Elm Mysie 24th 2043768 
Roan, Dewar Brothers 


SPREADING ELM MYSIE 60TH - Red bull calf, calved April 5, 1959 by Spreading Elm Star. 
Rebred. 


DEWAR BROS. 


Roan, calved June 30, 1955. 
Horn: 32 \ 


Sni-A-Bar Mercury 2288956 


Roan, Sni-A-Bar Farms 
Sire 
MERCURY'S IDOL 2516816 
Roan, Joseph M. Collins 
Cecilia 49th 2288756 
White, Joseph M. Collins 
Goldfinder Emblem 2059225 
Red, M. D. Whimple 
Dam 


SPREADING ELM SECRET 13TH 2504641 
White, Dewar Brothers 


Spreading Elm Secret 5th 1885867 
Roan, Dewar Brothers 


SPREADING ELM SECRET 16TH 2865-471 R-D55 L-21 


FEMALE 


Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Edellyn Campeon Mercury 2071109 
White, Thos. E, Wilson 
Millhills Lady Augusta 1991397 
Roan, Duncan M. Stewart 


Newallyn Ringleader 2091497 
Roan, Harry A. Newman 
Cecilia 38th 1867439 

White, Joseph M. Collins 


Goldfinder Diamond 1831545 
Roan, Thos, E, Wilson 
Faustiana Gipsy 1766014 

Red, L. R. Strother & Son 


Baronet Jr 1829717 

Roan, Dana Farms 
Spreading Elm Secret 4th 1807282 
Roan, Dewar Brothers 


SPREADING ELM SECRET 16TH - Roan heifer calf, calved April 5, 1959 by Spreading 


Elm Star. Rebred. 


DEWAR BROS. 


Red, calved May 11, 1957. 
Horn: 89 


Mercury's Idol 2516816 
Roan, Joseph M. Collins 
Sere 
SPREADING ELM IDOL 25TH 2770337 


Red, Dewar Brothers 
Village Victoria 56th 2621619 
Roan, Dewar Brothers 
Roan, Fred Lee 

Dam 


SPREADING ELM VICTORIA 3D 2680948 
Red, Dewar Brothers 


Spreading Elm Victoria 2d 2567057 


Red, 


Leewood Trademark 34th 2547274 | 
Dewar Brothers | 


SPREADING ELM VICTORIA 8TH 2947-033 R-D 57 L-2 


FEMALE 


Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, | § Joseph M. Collins 


Leewood Trademark 11th 2434851 
Roan, Morse Brothers 
Village Victoria 34th 2073965 
Roan, _Dewar Brothers 


Weston Trademark 2240705 


Roan, F. E. Jackson 
Missie of Leewood 6th 2174795 
RLW, Fred Lee 


Spreading Elm Jock 2430360 
Red, Dewar Brothers 
Victoria T 3d 2052044 

Red, J. M. Townsend 


SPREADING ELM VICTORIA 8TH - Roan bull calf, calved April 6, 1959 by Spreading 
Elm Star. 


Rebred. 


ALTA, IOWA 


DEWAR BROS. FEMALE 
ELM CASSANDRIA 13TH 2917-239 R-D 56 L-31 


Roan, calved October 16, 1956. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Horn: 49 
Spreading Elm Idol 7th 2621602 Mercury’s Idol 2516816 
Red, Dewar Bros. Roan, Joseph M. Collins 
Sire Spreading Elm Gloster 36th 2430363 
SPREADING ELM IDOL 22D 2718595 Roan, Dewar Bros. 
Red, Dewar Bros. 
Leewood Trademark 11th 2434851 
Village Victoria 56th 2621619 Roan, Morse Bros. 
Roan, Dewar Bros. Village Victoria 34th 2073965 
Roan, Dewar Bros. 
Leewood Trademark 11th 2434851 | Weston Trademark 2240705 
Roan, Morse Bros. Roan, F. E. Jackson 
Dam Rosewood Princess 2d 2151144 
ELM CASSANDRIA 8TH 2736386 Roan, Morse Bros. 
Roan, Dewar Bros. 


Goldfinder Emblem 2059225 


Elm Cassandria 4th 2504636 Red, M. D. Whimple 
White, Dewar Bros. Elm Cassandria 2073958 
Roan, Dewar Bros. 


ELM CASSANDRIA 13TH - White heifer calf, calved April 6th, by Spreading Elm 
Star. Rebred. 


DEWAR BROS. FEMALE 
ELM CASSANDRIA 12TH 2917-238 R-D 56 L-29 


Red, calved October 8, 1956. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Horn: 38 
Mercury’s Idol 2516816 Sni-A-Bar Mercury 2288956 
Roan, Jospeh M. Collins Roan, Sni-A-Bar Farms 
Sere Cecilia 49th 2288756 
SPREADING ELM IDOL 25TH 2770337 White, Joseph M. Collins 
Red, Dewar Bros. 
Leewood Trademark 11th 2434851 
Village Victoria 56th 2621619 Roan, Morse Bros. 
Roan, Dewar Bros. Village Victoria 34th 2073965 
Roan, Dewar Bros. 
Goldfinder Emblem 2059225 Goldfinder Diamond 1831545 
Red, M. D. Whimple Roan, Thos. E. Wilson 
Dam Faustiana Gipsy 1766014 
ELM CASSANDRIA 4TH 2504636 Red, L. R. Strother & Son 


White, 


Dewar Bros. 
Browndale Hero 1778462 


Elm Cassandria 2073958 Red, McCone Bros. 
Roan, Dewar Bros. Oakmead Cassandria 13th 1891517 
White, Haskins & Ogden 


ELM CASSANDRIA 12TH - White bull calf, calved April 10th, by Spreading Elm 
Star. Rebred. 


NOVEMBER 28, 1959 =o 


DEWAR BROS. 
AUGUSTA BEAUTY 9TH 2710-480 R-D52 L-8 


FEMALE 


Red, calved May 1, 1952. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Horn: 29 
Weston Trademark 2240705 
Roan, F, E. Jackson 
Sire 
LEEWOOD TRADEMARK 11TH 2434851 
Roan, Morse Bros. 
Rosewood Princess 2d 2151144 
Roan, Morse Bros. 
Goldfinder Emblem 2059225 
Red, M. D. Whimple 
Dam 
AUGUSTA BEAUTY 4TH 2481550 
Red, Dewar Bros. 


Augusta Beauty 2d 1986896 
Red, Albert Hamann 


Newallyn Ringleader 2091497 


Roan, Harry A. Newman 
64th Duchess of Gloster 1917425 
Roan, F. E. Jackson 
Browndale Admiral 2028549 
Roan, F. E. Jackson 
Rosewood Princess 1947496 
Red, Morse Bros. 


Goldfinder Diamond 1831545 


Roan, Thos. E. Wilson 
Faustiana Gipsy 1766014 

Red, L. A. Strother & Son 
Marellbar Scottish Hero 1923589 
Red, Geishecker Bros. 
Augusta's Beauty 1950440 

Red, Albert Hamann 


AUGUSTA BEAUTY 9TH - Red heifer calf, calved April 14, by Spreading Elm Star. Rebred 


DEWAR BROS. 


VIOLET BUD 4TH 2658-725 R-D51 L-9 


FEMALE 


Red, calved April 9, 1951. Bred & Owned by Dewar Bros., Cherokee, Iowa. 
Horn: 28 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 


Sere 
MERCURY'S IDOL 2516816 
Roan, Joseph M. Collins 


Cecilia 49th 2288756 
White, Joseph M. Collins 


Goldfinder Emblem 2059225 


Red, M. D. Whimple 
Dam 
VIOLET BUD 3D 2481557 
Rea. -, Dewar Bros. 


Pearl Princess 2d 1704398 
Roan, G. F. Gruss 


Edellyn Campeon Mercury 2071109 


White, Thos. E. Wilson 
Millhills Lady Augusta 1991397 
Roan, Duncan M. Stewart 


Newallyn Ringleader 2091497 
Roan, Harry A. Newman 
Cecilia 38th 1867439 

White, Joseph M. Collins 


Goldfinder Diamond 1831545 
Roan, Thos. E. Wilson 
Faustiana Gipsy 1766014 

Red, L. A. Strother & Son 


Supreme Royal 1625009 
Roan, G. F. Gruss 
Pearl Princess 1424034 
Roan, G. F. Gruss 


VIOLET BUD 4TH - Twin red heifer calves, calved April 22, 1959 by Spreading Elm Star. 
Rebred. 


ALTA, IOWA 


DEWAR BROS. 


SPREADING ELM MYSIE 48TH 2736-392 R-D52 L-33 


FEMALE 


Roan, calved November 11, 1952. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Horn: 5i 
Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Sire 
MERCURY'S IDOL 2516816 
Roan, Joseph M, Collins 
Cecilia 49th 2288756 
White, Joseph M. Collins 
Leewood Trademark. 11th 2434851 
Roan, Morse Brothers 
Dam 
SPREADING ELM MYSIE 40TH 2621613 
Roan, Dewar Brothers 


Spreading Elm Mysie 34th 2481553 


Dk. Roan, Dewar Bros. 


Edellyn Campeon Mercury 2071109 


White, Thos. E. Wilson 
Millhills Lady Augusta 1991397 
Roan, Duncan M. Stewart 


Newallyn Ringleader 2091497 
Roan, Harry A. Newman 
Cecilia 38th 1867439 

White, Joseph M. Collins 


Weston Trademark 2240705 


Roan, F. E. Jackson 
Rosewood Princess 2d 2151144 
Roan, Morse Brothers 


Goldfinder Emblem 2059225 


Red, M. D. Whimple 
Spreading Elm Mysie 24th 2043768 
Roan, Dewar Brothers 


SPREADING ELM MYSIE 48TH - Roan bull calf, calved April 24, 1959 by Spreading 
Elm Star. Rebred. 


DEWAR BROS. 


SPREADING ELM MYSIE 58TH 2917-243 R-D 56 L-32 


FEMALE 


Red, calved October 17, 1956. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Horn: 70 
Mercury's Idol 2516816 
Roan, Joseph M. Collins 
Sere 
SPREADING ELM IDOL 25TH 2770337 
Red, Dewar Brothers 
Village Victoria 56th 2621619 
Roan, Dewar Brothers 
Goldfinder Emblem 2059225 
Red, M. D. Whimple 
Dam 
SPREADING ELM MYSIE 35TH 2504640 
Red, Dewar Brothers 


Spreading Elm Mysie 15th 1885865 


Roan, Dewar Brothers 


Sni-A-Bar Mercury 2288956 


Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 
Leewood Trademark 11th 2434851 
Roan, Morse Brothers 
Village Victoria 34th 2073965 
Roan, Dewar Brothers 


Goldfinder Diamond 1831545 


Roan, Thos. E. Wilson 

Faustiana Gipsy 1766014 

Red, L. A. Strother & Son 
\ 

Cup's Gloss 1807269 

White, Dewar Brothers 

Spreading Elm Mysie 4th 1767666 

Roan, Dewar Brothers 


SPREADING ELM MYSIE 58TH - Red heifer calf, calved April 27, 1959 by Spreading 


Elm Star. Rebred. 


VILLAGE VICTORIA 44TH 


aS ay 


One of our Village Victoria Family 
Sold to Edellyn Farms. 


DEWAR BROS. 


Roan, calved May 28, 1953. 
Horn: 53 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 


Scere 
MERCURY 'S IDOL 2516816 


Roan, Joseph M. Collins 
Cecilia 49th 2288756 
White, Joseph M. Collins 
Goldfinder's Challenger 2445826 
Red, Otto Thiede & Sons 
Dam 


VILLAGE VICTORIA 53D 2567060 
Roan, Dewar Bros. 


Village Victoria 48th 2481554 
Dk. Roan, Dewar Bros. 


VILLAGE VICTORIA 62D 2770-351 R-D 53 L-13 


FEMALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Edellyn Campeon Mercury 2071109 
White, Thos. E. Wilson 
Millhills Lady Augusta 1991397 
Roan, Duncan M. Stewart 


Newallyn Ringleader 2091497 


Roan, Harry A. Newman 
Cecilia 38th 1867439 
White, Joseph M. Collins 


Goldfinder's Mark 2075668 

Red, Husted Bros. 
Princess Royal 114th 2027288 
Roan, Otto Thiede & Sons 


Goldfinder Emblem 2059225 
Red, M. D. Whimple 
Village Victoria 35th 2073966 
Roan, Dewar Bros. 


VILLAGE VICTORIA 62D - Roan heifer calf, calved April 28, 1959 by Spreading Elm Star. 
Rebred. 


ALTA, IOWA 


DEWAR BROS. 


SPREADING ELM VICTORIA 2D 2567057 R-D49 L-27 


FEMALE 


Red, calved November 6, 1949. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Horn: 11 
Goldfinder Emblem 2059225 
Red, M. D. Whimple 
Sire 
SPREADING ELM JOCK 2430360 
Red, Dewar Brothers 
Cup's Princess 5th 2073954 
RLW, Dewar Brothers 
Lord Douglas 1947840 
Red, McCone Brothers 
Dam 
VICTORIA T 3D 2052044 
Red, J. M. Townsend 


Victoria T 2d 1844006 
Roan, J. M. Townsend 


SPREADING ELM VICTORIA 2D - Red heifer calf, calved April 30, 1959 by Spreading 
Elm Star. Rebred. 


DEWAR BROS. 


Goldfinder Diamond 1831545 


Roan, 


Thos. E. Wilson 


Faustiana Gipsy 1766014 


Red, 


L. A. Strother & Son 


Browndale Hero 1978462 


Red, 


McCone Brothers 


Cup's Princess 4th 1986898 


Roan, 


Dewar Brothers 


Browndale Douglas 1801297 


Red, 


McCone Brothers 


Lady Marengo 21st 1738569 


Red, 


McCone Brothers 


Browndale Marengo 2d 1758897 


Red, 


C. F. Curtiss 


Victoria T 1384020 


Red, 


SPREAD ING ELM GOLDIE 3D 2913-505 R-D 56 L-5 


J. M. Townsend 


FEMALE 


Red, calved April 1, 1956. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Horn: 54 
Spreading Elm Idol 7th 2621602 
Red, Dewar Brothers 
Sere 
SPREADING ELM IDOL 22D 2718595 
Red, Dewar Brothers 
Village Victoria 56th 2621619 
Roan, Dewar Brothers 
C B Grand Max 2691039 
Roan, Clausen Brothers 
Dam 
SPREADING ELM GOLDIE 2782980 
Red, Clausen Brothers 


CB Goldie 2642020 
Dk. Roan, Clausen Brothers 


SPREADING ELM GOLDIE 3D - Roan heifer calf, calved April 30, 1959 by Spreading 
Elm Star. Rebred. 


Mercury's Idol 2516816 


Roan, 


Spreading Elm Gloster 36th 2430363 


Roan, 


Joseph M. Collins 


Dewar Brothers 


Leewood Trademark 11th 2434851 


Roan, 


Morse Brothers 


Village Victoria 34th 2073965 


Roan, 


Dewar Brothers 


Killearn Max Juggler 2487000 


Red, 


Claude Gallinger 


Lady Clara of Calara 6th 2366372 


Roan, 


Carl A. Henkel 


Killearn Max Juggler 2487000 


Red, 


Claude Gallinger 


Goldfinder's Goldie 2517324 


Dk. Roan, 


Clausen Brothers 


DEWAR BROS. 


VIOLET BUD 9TH 2917-247 R-D 56 L-20 


FEMALE 


Red, calved September 1, 1956. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Horn: 16 
Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Sire 
MERCURY 'S IDOL 2516816 
_ Roan, Joseph M. Collins 
Cecilia 49th 2288956 
White, Joseph M. Collins 
Mercury's Idol 2516816 
Roan, Joseph M. Collins 
Dam 
VIOLET BUD 5TH 2710483 
Red, Dewar Bros. 


Violet Bud 3d 2481557 
Red, Dewar Bros. 


Edellyn Campeon Mercury 2071109 


White, Thos. E. Wilson 
Millhills Lady Augusta 1991397 
Roan, Duncan M. Stewart 


Newallyn Ringleader 2091497 
Roan, Harry A. Newman 
Cecilia 39th 1867439 

White, Joseph M. Collins 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph, M. Collins 


Goldfinder Emblem 2059225 
Red, M. D. Whimple 
Pearl Princess 2d 1704398 
Roan, G. F. Gruss 


VIOLET BUD 9TH - Red heifer calf, calved May 1, 1959 by Spreading Elm Star. Rebred. 


DEWAR BROS. 


VILLAGE VICTORIA 72D 2880-277 R-D55 L-41 


FEMALE 


Roan, calved October 23, 1955. Bred & Owned by Dewar Bros., Cherokee, lowa. 


Horn: 8 
Spreading Elm Idol 7th 2621602 
Red, Dewar Bros. 

Scre 

SPREADING ELM IDOL 22D 2618595 

Red, Dewar Bros. 
Village Victoria 56th 2621619 
Roan, Dewar Bros. 
Mercury's Idol 2516816 
Roan, Joseph M. Collins 

Dam 

VILLAGE VICTORIA 62D 2770351 

Roan, Dewar Bros. 


Village Victoria 53d 2567060 
Roan, Dewar Bros. 


Mercury's Idol 2516816 


Roan, Joseph M. Collins 
Spreading Elm Gloster 36th 2430363 
Roan, Dewar Bros. 


Leewood Trademark 11th 2434851 


Roan, Morse Bros. 
Village Victoria 34th 2073965 
Roan, Dewar Bros. 


Sni-A-Bar Mercury 2288956 


Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 
White, Joseph M. Collins 


Goldfinder's Challenger 2445826 
Red, Otto Thiede & Sons 
Village Victoria 48th 2481554 
Dk. Roan, Dewar Bros. 


VILLAGE VICTORIA 72D - White bull calf, calved May 1, 1959 by Spreading Elm Star. 


Rebred. 


ne ALTA IOWA 


S 


DEWAR BROS. FEMALE 
AUGUSTA BEAUTY 14TH 2947-024 R-D 57 L-5 


Red, calved May 13, 1957. Bred & Owned by Dewar Bros., Cherokee, Iowa. 
HON elo 


Calrossie Crocus Count (386892) Calrossie Welcome (368471) 
Dk. Roan, J. & D.P. MacGillivray} Dk. Roan, J. & D. P. MacGillivray 
Sine Moy Crocus 2d (348700) 
KAIR COURIER 2876578 Dk. Roan, W. F. Ferguson 
Dk. Roan, G. J. C. Anderson 
Corrimony Golden Sovereign (373920) 
Kair Golden Grateful (381877) Red, J. M. Grigor 
RLW, G. J. C. Anderson Kair Golden Gay (235253) 
Dk. Roan, G. J. C. Anderson 


Leewood Trademark 11th 2434851 | Weston Trademark 2240705 


Roan, Morse Bros. Roan, F. E. Jackson 
Dam Rosewood Princess 3d 2151144 
AUGUSTA BEAUTY 9TH 2710480 Roan, Morse Bros. 
Red, Dewar Bros. 
Goldfinder Emblem 2059225 
Augusta Beauty 4th 2481550 Red, M. D. Whimple 
Red, Dewar Bros. Augusta Beauty 2d 1986896 
Red, Albert Hamann 


AUGUSTA BEAUTY 14TH - Red bull calf, calved May 3, 1959 by Spreading Elm Star. 
Rebred. 


DEWAR BROS. FEMALE 
SPREADING ELM PRINCESS 8TH 2658-722 R-D51 L-8 


Roan, calved April 6, 1951. Bred & Owned by Dewar Bros., Cherokee, Iowa. 
Horn: 91 


Weston Trademark 2240705 Newallyn Ringleader 2091497 
Roan, F. E. Jackson Roan, Harry A. Newman 
Sacre 64th Duchess of Gloster 1917425 
LEEWOOD TRADEMARK 11TH 2434851 Roan, F. E. Jackson 
Roan, Morse Bros. 
Browndale Admiral 2028594 
Rosewood Princess 2d 2151144 Roan, F. E. Jackson 
Roan, Morse Bros. Rosewood Princess 1947496 
Red, Morse Bros. 
The Piper 1885859 Baronet Jr. 1839717 
Roan, Dewar Bros. Roan, Dana Darms 
Dam Lady Clipper 22d 1782877 
SPREADING ELM PRINCESS 4TH 2073963 Red, Ralph B. Whitney 
Roan; Dewar Bros. 
Master Robin 1622117 
Spreading Elm Princess 1719477 Roan, H. C. Dewar 
Roan, Hattie M. Dewar Oakwold Princess 1182355 
Roan, Morrill & Dewar 


SPREADING ELM PRINCESS 8TH - White heifer calf, calved May 3, 1959, by Spreading 
Elm Star. Rebred. 


NOVEMBER 28, 1959 samme 


DEWAR BROS. 


Red, calved May 15, 1957. 


Horn: 93 
Mercury's Idol 2516816 
Roan, Joseph M. Collins 
Sire 
SPREADING ELM IDOL 25TH 2770337 
Red, Dewar Bros. 
Village Victoria 56th 2621619 
Roan, Dewar Bros. 
Goldfinder Emblem 2059225 
Red, M. D. Whimple 
Dam 


ROSE PRINCESS 5TH 2504637 
Dk. Roan, Dewar Bros. 


Rose Princess 1885862 
Roan, Dewar Bros. 


ROSE PRINCESS 9TH 2947-027 R-D 57 L-7 


FEMALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Leewood Trademark 11th 2434851 
Roan, Morse Bros. 
Village Victoria 34th 2073965 
Roan, Dewar Bros. 


Goldfinder Diamond 1931545 
Roan, Thos. W. Wilson 
Faustiana Gipsy 1766014 

Red, L. A. Strother & Son 


Rosewood Duke 1783701 

Red, Griswold Bros. 
White Princess 1511176 
White, Hattie M. Dewar 


ROSE PRINCESS 9TH - Roan heifer calf, calved May 4, 1959 by Spreading Elm Star. Rebred. 


DEWAR BROS. 


Roan, calved June 3, 1956. 


Horn: 93 
Mercury's Idol 2516816 
Roan, Joseph M. Collins 
Sere 
SPREADING ELM IDOL 25TH 2770337 
Red, Dewar Bros. 
Village Victoria 56th 2621619 
Roan, Dewar Bros. 
Goldfinder Emblem 2059225 
Red, M. D. Whimple 
Dam 


SPREADING ELM SECRET 13TH 2504641 
White, Dewar Bros. 


Spreading Elm Secret 5th 1885867 
Roan, Dewar Bros. 


SPREADING ELM SECRET 18TH 2901-194 R-D 56 L-15 


FEMALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Leewood Trademark 11th 2434851 
Roan, Morse Bros. 
Village Victoria 34th 2073965 
Roan, Dewar Bros. 


Goldfinder Diamond 1831545 
Roan, Thos. E. Wilson 
Faustiana Gipsy 1766014 

Red, L. R. Strother & Son 


Baronet Jr. 1829717 

Roan, Dana Farms 
Spreading Elm Secret 4th 1807282 
Roan, Dewar Bros. 


SPREADING ELM SECRET 18TH - Red bull calf, calved May 5, 1959 by Spreading Elm 


Star. Rebred. 


pasos ALTA, IOWA 


VIOLET MIST 21ST 
One of our Violet Family 
Sold to B. Hollis Hanson, Connersville, Indiana. 


DEWAR BROS. FEMALE 
SPREADING ELM VIOLET 12TH 2809-546 R-D 54 L-9 


Dk. Roan, calved May 8, 1954. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 
Horn: 3 


Spreading Elm Idol 7th 2621602 piped ot cece ht MS Eee 
Red D Broth . 
Ps a ccs 5 ween Spreading Elm Gloster 36th 2430363 
SPREADING ELM IDOL 22D 2718595 Roan, Dewar Brothers 
d D th 
Hes hit Shea Leewood Trademark 11th 2434851 
Village Victoria 56th 2621619 Boas Morse Bia 
pid ck SAME ke ok Bee Village Victoria 34th 2073965 
: Roan, Dewar Brothers 
Mercury's Idol 2516816 Sni-A-Bar Mercury 2288956 
Roan, Joseph M. Collins Roan, Sni-A-Bar Farms 
Dam Cecilia 49th 2288756 
SPREADING ELM VIOLET 10TH 2710482 White, Joseph M, Collins 
Roan, Dewar Brothers 
Goldfinder Emblem 2059225 
Spreading Elm Violet 7th 2532009 Red, M. D, Whimple 
Roan, Dewar Brothers Spreading Elm Violet 1950260 
Roan, Dewar Brothers 


SPREADING ELM VIOLET 12TH - White bull calf, calved May 7, 1959 by Spreading 
Elm Star. Rebred. 


DEWAR BROS. 


Roan, calved December 14, 1956. 
Horn: 47 


Mercury's Idol 2516816 
Roan, Joseph M. Collins 


Sire 
SPREADING ELM IDOL 25TH 2770337 
Red, Dewar Bros. 


Village Victoria 56th 2621619 
Roan, Dewar Bros. 


Leewood Trademark 11th 2434851 


Roan, Morse Bros. 
Dam 


SPREADING ELM MYSIE 40TH 2621613 
Roan, Dewar Bros. 


Spreading Elm Mysie 34th 2481553 
Dk. Roan, Dewar Bros. 


SPREADING ELM MYSIE 59TH 2917-244 R-D 56 L-38 


FEMALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Leewood Trademark 11th 2434851 
Roan, Morse Bros. 
Village Victoria 34th 2073965 
Roan, Dewar Bros. 


Weston Trademark 2240705 
Roan, F. E. Jackson 
Rosewood Princess 2d 2151144 
Roan, Morse Bros. 


Goldfinder's Emblem 2059225 
Red, M. D. Whimple 
Spreading Elm Mysie 24th 2043768 
Roan, Dewar Bros. 


SPREADING ELM MYSIE 59TH - Red heifer calf, calved May 9, 1959 by Spreading Elm 


Star. Rebred. 
DEWAR BROS. 


Red, calved May 12, 1957. 
Horn: 85 


Mercury's Idol 2516816 


Roan, Joseph M. Collins 
Scre 
SPREADING ELM IDOL 25TH 2770337 
Red, Dewar Bros. 
Village Victoria 56th 2621619 
Roan, Dewar Bros. 
Goldfinder Emblem 2059225 
Red, M. D. Whimple 
Dam 


VILLAGE VICTORIA 48TH 2481554 
Dk. Roan, Dewar Bros. 


Village Victoria 35th 2073966 
Roan, Dewar Bros. 


VILLAGE VICTORIA 73D 2947-034 R-D 57 L-4 


FEMALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Leewood Trademark 11th 2434851 
Roan, Morse Bros. 
Village Victoria 34th 2073965 
Roan, Dewar Bros. 


Goldfinder Diamond 1831545 
Roan, Thos. E. Wilson 
Faustiana Gipsy 1766014 


Red, L. A. Strother & Son 


Browndale Hero 1978462 
Red, McCone Bros. 
Village Victoria 31st 1791438 
Roan, Dewar Bros. 


VILLAGE VICTORIA 73D - Roan bull calf, calved May 13, 1959, by Spreading Elm 
Star. Rebred. 


ALTA, IOWA 


CUP'S PRINCESS 8TH 
One of our Princess Family 
Sold to Dr. L. A. Schackelford, Martinsville, Virginia. 


DEWAR BROS. FEMALE 
ROSE PRINCESS 5TH 2504637 R-D48 L-9 


Dk, Roan, calved May 2, 1948- Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Horn: 17 
: : Calrossie Goldfinder 1753587 
1 4 
Seer ho sea ime White, John MacGillivray 
Sine 2 : Golden Pearl 1753613 
GOLDFINDER EMBLEM 2059225 Roan, R. 8. McWilliam 
RIM: eee rm se 1 Divide Typedale 1593973 
; : Roan The Allen Cattle Co 
Faustiana Gipsy 1766014 eae : 
Roan Gipsy 1473344 
Red, L. R. Strother & Son Roane DC. Strate 
Hercules Field Marshal 1576737 
Rosewood Duke 1783701 
Red,q Griswold Brothers Red, F. M. Rothrock Co. 
Dam ; Rosewood Queen 5th 1701269 
ROSE PRINCESS 1885862 __ BT Blotz otter 
oa Dewar uals Masterpiece 1246124 
‘ : White Morrill & Dewar 
White Princess 1511176 ? 
A : Oakwold Princess 1182355 
White, Hattie M. Dewar Roan, Morrill’ & Deean 
ROSE PRINCESS 5TH - Red bull calf, calved May 14, 1959 by Spreading Elm Star. 


Rebred. 


NOVEM 


ER 28, 1959 EE 


DIS 


DEWAR BROS. FEMALE 
SPREADING ELM NOVELTY 10TH 2880-272 R-D 55 L-39 


Roan, calved October 19, 1955. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 
Horn: 42 


Spreading Elm Idol 7th 2621602 Mercury's Idol 2516816 
Red, Dewar Brothers Roan, Joseph M. Collins 
Sire Spreading Elm Gloster 36th 2430363 
SPREADING ELM IDOL 22D 2718595 Roan, Morse Brothers 
Red, _ Dewar Brothers 
Leewood Trademark 11th 2434851 
Village Victoria 56th 2621619 Roan, Morse Brothers 
Roan, Dewar Brothers Village Victoria 34th 2073965 
Roan, Dewar Brothers 
Spreading Elm Idol 2621596 Mercury's Idol 2516816 
Roan, Dewar Brothers Roan, Joseph M. Collins 
Dam Garland 2d 2445830 
SPREADING ELM NOVELTY 3D 2770348 Red, Otto Thiede & Sons 
White, Dewar Brothers 
Leewood Trademark 11th 2434851 
Spreading Elm Novelty 2621616 Roan, Morse Brothers 
White, Dewar Brothers Novel Nadine 2238969 
White, F, E. Jackson 


SPREADING ELM NOVELTY 10TH - Roan bull calf, calved May 17, 1959 by Spreading 
Elm Star. Rebred. 


DEWAR BROS. FEMALE 
ROAN LADY 22D 2917-241 R-D 56 L-37 


Roan, She December 14, 1956. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 
Horn: 9 


Spreading Elm Idol 7th 2621602 se EEN OAC 
Red Dewar Brothers Roan, Joseph M. Collins 
Sire , Spreading Elm Gloster 36th 2430363 
SPREADING ELM IDOL 22D 2718595 St Dewar, Brothers 
ae UT AN ae Leewood Trademark 11th 2434851 
; : 4 Roan, Morse Brothers 
1 SSAR TS Site etic ara Village Victoria 34th 2073965 
: Roan, Dewar Brothers 
Perfection Clipper 2296654 Browndale Perfection 2015147 
Roan, Otto Thiede & Sons Roan, Sumption Brothers 
Dam Countess 9th 2057627 
ROAN LADY 18TH 2545771 Red, Crews & Crews 
Roan, Otto Thiede & Sons 
Goldfinder's Mark 2075668 
Red Lady 30th 2355940 Red, Husted Brothers 
Red, Otto Thiede & Sons Red Lady 22d 2119838 
Red, Otto Thiede & Sons 


ROAN LADY 22D - White heifer calf, calved May 20, 1959 by Spreading Elm Star. 
Rebred. 


ALTA, IOWA 


ROAN LADY 18TH 


You will find a number of this Roan Lady Family in this sale. 


DEWAR BROS. 


Red, calved September 14, 1956. 
Horn: 58 


Mercury’s Idol 2516816 
Roan, Joseph M. Collins 
Scre 
SPREADING ELM IDOL 25TH 2770337 


Red, Dewar Bros. 
Village Victoria 56th 2621619 
Roan, Dewar Bros. 
Leewood Trademark 11th 2434851 
Roan, Morse Bros. 

Dam 


ROAN LADY 20TH 2782976 
Red, Dewar Bros. 


Roan Lady 18th 2545771 
Roan, Otto Thiede & Sons 


ROAN LADY 21ST 2917-240 R-D56 L-23 


FEMALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Leewood Trademark 11th 2434851 
Roan, Morse Bros. 

Village Victoria 34th 2073965 
Roan, Dewar Bros. 


Weston Trademark 2240705 
Roan, F. E. Jackson 
Rosewood Princess 2d 2151144 
Roan, Morse Bros. 


Perfection Clipper 2296654 
Roan, Otto Thiede & Sons 
Red Lady 30th 2355940 

Red, Otto Thiede & Sons 


ROAN LADY 21ST - Red heifer calf, calved May 21, 1959, by Spreading Elm Star. 
Rebred. 


DEWAR BROS. 


Roan, calved May 27, 1957. 
Horn: 74 


Mercury's Idol 2516816 
Roan, Joseph M, Collins 
Sire 
SPREADING ELM IDOL 25TH 2770337 


Red, Dewar Brothers 
Village Victoria 56th 2621619 
Roan, Dewar Brothers 
Mercury's Idol 2516816 
Roan, Joseph M, Collins 
Dam 


VILLAGE VICTORIA 62D 2770351 
Roan, Dewar Brothers 


Village Victoria 53d 2567060 
Roan, Dewar Brothers 


VILLAGE VICTORIA 74TH 2947-035 R-D 57 L-14 


FEMALE 


Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M, Collins 


Leewood Trademark 11th 2434851 
Roan, Morse Brothers 
Village Victoria 34th 2073965 
Roan, Dewar Brothers 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M, Collins 


Goldfinder's Challenger 2445826 
Red, Otto Thiede & Sons 
Village Victoria 48th 2481554 
Dk. Roan, Dewar Brothers 


VILLAGE VICTORIA 74TH - Red bull calf, calved May 22, 1959 by Spreading Elm Star. 


Rebred. 


DEWAR BROS. 


White, calved May 18, 1957. 


Horn: 79 
Calrossie Crocus Count (386892) 
Dk. Roan, J. & D.P. MacGillivray 
Scre 
KAIR COURIER 2876578 
Dk. Roan, G.J.C. Anderson 
Kair Golden Grateful (381877) 
RLW, G.J.C. Anderson 
Mercury's Idol 2516816 
Roan, Joseph M, Collins 
Dam 
SPREADING ELM MYSIE 43D 2658721 


Roan, Dewar Brothers 


Spreading Elm Mysie 35th 2504640 
Red, Dewar Brothers 


SPREADING ELM MYSIE 59TH 2947-030 R-D 57 L-9 


FEMALE 


Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Calrossie Welcome (368471) 

Dk. Roan, J. & D, P. MacGillivray 
Moy Crocus 2d (348700) 

K. Roan, W. F. Ferguson 


Corrimony Golden Sovereign (373920) 
Red, J. M. Grigor 

Kair Golden Gay (235253) 

Dk. Roan, G.J.C. Anderson 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Goldfinder Emblem 2059225 

Red, M. D. Whimple 
Spreading Elm Mysie 15th 1885865 
Roan, Dewar Brothers 


SPREADING ELM MYSIE 59TH - Roan bull calf, calved May 28, 1959 by Spreading 
Elm Star. 


Rebred. 


ALTA, IOWA 


DEWAR BROS. 


Red, calved May 20, 1957. 


Horn: 43 
Mercury’s Idol 2516816 
Roan, Joseph M. Collins 

Sire 

SPREADING ELM IDOL 25TH 2770337 

Red, Dewar Bros. 
Village Victoria 56th 2621619 
Roan, Dewar Bros. 
Leewood Trademark 11th 2434851 
Roan, Morse Bros. 

Dam 

AUGUSTA BEAUTY 8TH 2716020 

Roan, Dewar Bros. 


Augusta Beauty 2d 1986896 
Red, Albert Hamann 


AUGUSTA BEAUTY 15TH 2947-025 R-D 57 L-12 


FEMALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sni-A-Bar Mercury 2288956 


Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 
Leewood Trademark 11th 2434851 
Roan, Morse Bros. 

Village Victoria 34th 2073965 
Roan, Dewar Bros. 


Weston Trademark 2240705 


Roan, F. E. Jackson 
Rosewood Princess 2d 2151144 
Roan, Morse Bros. 


Marellbar Scottish Hero 1923589 


Red, Geishecker Bros. 
Augusta’s Beauty 1950440 
Red, . Albert Hamann 


AUGUSTA BEAUTY 15TH - Red bull calf, calved June 1, 1959, by Spreading Elm 
Star. Rebred. 


DEWAR BROS. 


Roan, calved May 24, 1957. 
Horn: 87 


Mercury’s Idol 2516816 
Rona, Joseph M. Collins 


Sere 
SPREADING ELM IDOL 25TH 2770337 
Red, Dewar Bros. 


Village Victoria 56th 2621619 
Roan, Dewar Bros. 


Goldfinder’s Robin 2355917 


Red, Otto Thiede & Sons 
Dam 
AUGUSTA BEAUTY 5TH 2504634 
Roan, Dewar Bros. 


Augusta Beauty 3d 2266564 
Roan, Dewar Bros. 


AUGUSTA BEAUTY 16TH 2947-026 R-D°SPak 


FEMALE 
“13 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sni-A-Bar Mercury 2288956 


Roan, Sni-A-Bar Farms 
Cecilia 49th 2288956 

White, Joseph M. Collins 
Leewood Trademark 11th 2434851 
Roan, Morse Bros. 

Village Victoria 34th 2073965 
Roan, Dewar Bros. 


Goldfinder’s Mark 2075668 


Red, Husted Bros. 
Sympathy 11th 2113848 

Red, Otto Thiede & Sons 
The Piper 1885859 

Roan, Dewar Bros. 
Augusta Beauty 2d 1986896 
Red, Albert Hamann 


AUGUSTA BEAUTY 16TH - Red bull calf, calved June 5, 1959, by Spreading Elm 
Star. Rebred. 


NOVEMBER 28, 1959 tums 


S =m 


DEWAR BROS. 


Roan, calved May 9, 1957. 


Horn: 23 
Mercury's Idol 2516816 
Roan, Joseph M, Collins 
Sire 
SPREADING ELM IDOL 25TH 2770337 
Red, Dewar Bros. 
Village Victoria 56th 2621619 
Roan, Dewar Bros. 
Spreading Elm Idol 22d 2718595 
Red, . Dewar Bros. 
Dam 


SPREADING ELM VIOLET 12TH 2809546 
Dk. Roan, Dewar Bros. 


Spreading Elm Violet 10th 2710482 
Roan, Dewar Bros. 


SPREADING ELM VIOLET 15TH 2951-697 R-D 57 L-1 


FEMALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Leewood Trademark 11th 2434851 
Roan, Morse Bros. 
Village Victoria 34th 2073965 
Roan, Dewar Bros. 


Spreading Elm Idol 7th 2621602 
Red, Dewar Bros. 
Village Victoria 56th 2621602 
Roan, Dewar Bros. 


Mercury's Idol 2516816 

Roan, Joseph M. Collins 
Spreading Elm Violet 7th 2532009 
Roan, Dewar Bros. 


SPREADING ELM VIOLET 15TH - Red bull calf, calved June 6, 1959 by Spreading Elm 


Star. Rebred. 
DEWAR BROS. 


Roan, calved February 7, 1954. 
Horn: 71 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 


Scere 
MERCURY'S IDOL 2516816 


Roan, Joseph M. Collins 
Cecilia 49th 2288756 
White, Joseph M. Collins 
Leewood Trademark 11th 2434851 
Roan, Morse Bros. 

Dam 


VILLAGE VICTORIA 59TH 2680949 
Roan, Dewar Bros. 


Village Victoria 32d 1885868 
Roan, Dewar Bros. 


VILLAGE VICTORIA 64TH 2782-983 R-D 54L-3 


FEMA LE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Edellyn Campeon Mercury 2071109 
White, Thos. E. Wilson 
Millhills Lady Augusta 1991397 
Roan, Duncan M. Stewart 


Newallyn Ringleader 2091497 
Roan, Harry A. Newman 
Cecilia 38th 1867439 

White, Joseph M. Collins 


Weston Trademark 2240705 
Roan, F. E. Jackson 
Rosewood Princess 2d 2151144 
Roan, Morse Bros. 


Baronet Jr. 1829717 

Roan, Dana Farms 
Village Victoria 31st 1791438 
Roan, Dewar Bros. 


VILLAGE VICTORIA 64TH - White heifer calf, calved June 8, 1959 by Spreading Elm 
Star. Rebred. 


ALTA ; low 


DEWAR BROS. 


SPREAD ING ELM GARDENIA 7TH 2917-242 R-D 56L-33 


FEMALE 


Red, calved October 19, 1956. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Horn: 41 
Spreading Elm Idol 7th 2621602 
Red, Dewar Brothers 
Sire 
SPREADING ELM IDOL 22D 2718595 
Red, Dewar Brothers 
Village Victoria 56th 2621619 
Roan, Dewar Brothers 
Mercury's Idol 2516816 
Roan, Joseph M. Collins 
Dam 
SPREADING ELM GARDENIA 2716021 
Red, Dewar Brothers 


Garland 2d 2445830 


Red, Otto Thiede & Sons 


Mercury's Idol 2516816 


Roan, Joseph M. Collins 
Spreading Elm Gloster 36th 2430363 
Roan, Dewar Brothers 


Leewood Trademark 11th 2434851 


Roan, Morse Brothers 
Village Victoria 34th 2073965 
Roan, Dewar Brothers 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Goldfinder's Mark 2075668 


Red, Husted Brothers 
Garland 2175989 
Red, Otto Thiede & Sons 


SPREADING ELM GARDENIA "7TH - Red bull calf, calved June 10, 1959 by Spreading 
Elm Star. Rebred. 


DEWAR BROS. 


SPREADING ELM SEC RET 19TH 2947-032 R-D 57 L-16 


FEMALE 


Roan, calved May 29, 1957. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Horn: 44 
Mercury's Idol 2516816 
Roan, Joseph M, Collins 
Sere 
SPREADING ELM IDOL 25TH 2770337 
Red, Dewar Brothers 
Village Victoria 56th 2621619 
Roan, Dewar Brothers 
Goldfinder Emblem 2059225 
Red, M, D. Whimple 
Dam 


SPREADING ELM SECRET 13TH 2504641 


White, Dewar Brothers 


Spreading Elm Secret 5th 1885867 


Roan, Dewar Brothers 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Leewood Trademark 11th 2434851 


Roan, Morse Brothers 
Village Victoria 34th 2073965 
Roan, Dewar Brothers 


Goldfinder Diamond 1831545 


Roan, Thos, E. Wilson 
Faustiana Gipsy 1766014 

Red, L. R. Strother & Son 
Baronet Jr. 1829717 

Roan, Dana Farms 
Spreading Elm Secret 4th 1807282 
Roan, Dewar Brothers 


SPREADING ELM SECRET 19TH - Roan heifer calf, calved June 14, 1959 by Spreading 
Elm Star. Rebred. 


DEWAR BROS. FEMALE 
VILLAGE VICTORIA 48TH 2481554 R-D47 L-21 


Dark Roan, calved September 30, 1947. Bred & Owned by Dewar Bros., Cherokee, Iowa. 
Horn: 56 


Goldfinder Diamond 1831545 Calrossie Goldfinder 1753587 
Roan, Thos. E. Wilson White, John MacGillivray 
Sire Golden Pearl 1753613 
GOLDFINDER EMBLEM 2059225 Roan, R. S. McWilliam 
Red, M. D. Whimple 
Divide Typedale 1593973 
Faustiana Gipsy 1766014 Roan, The Allen Cattle Co. 
Red, L. A. Strother & Son Roan Gipsy 1473344 
Roan, P. C. Strauby 
Browndale Hero 1978462 Count Hero 1899061 
Red, McCone Bros. Red, McCone Bros. 
Dam Gay Rose 1869823 
VILLAGE VICTORIA 35TH 2073966 Roan, McCone Bros. 
Roan, Dewar Bros. 
Lusty's Type 1451804 
Village Victoria 31st 1791438 Red, Morrill & Dewar 
Roan, Dewar Bros. Village Victoria 30th 1680779 


White, H. C. Dewar 


fae VICTORIA 48TH - Roan heifer calf, calved June 17, 1959, by Spreading Elm Star. 
Rebred. 


DEWAR BROS. FEMALE 
AUGUSTA BEAUTY 5TH 2504634 R-D48 L-4 


Roan, calved April 7, 1948. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Horn: 78 
Goldfinder's Mark 2075668 SUS ee Go ainder 220009 
Red, Husted Bros. Roan, —_—‘M. D. Whimple 
ons Lola Marigold 3d 1693390 
GOLDFINDER'S ROBIN 2355917 Red. ag Cote pon 
es Se ee Browndale Jr. 1871080 
Red A. C. Shallenberger 
Sympathy 11th 2113848 , 
Red. uf Otto Thiede & Sons Sympathy 4th 1873586 
: Red, Otto Thiede & Sons 
The Piper 1885859 Baronet Jr. 1829717 
Roan, Dewar Bros. Roan, Dana Farms 
Dam Lady Clipper 22d 1782877 
AUGUSTA BEAUTY 3D 2266564 Red. Ralph B. Whitney 
Roa Dewar Bros. 
"OS aia Marellbar Scottish Hero 1923589 
Augusta Beauty 2d 1986896 Red, Geishecker Bros. 
Red Albert Haman Augusta's Beauty 1950440 
. Red, Albert Hamann 


AUGUSTA BEAUTY 5TH - White heifer calf, calved June 21, 1959 by Spreading Elm Star. 
Rebred. 


ALTA, 


DEWAR BROS. 
AUGUSTA BEAUTY 8TH 2716-020 R-D 52 L-1 


Roan, calved April 7, 1952. 
Horn: 30 


Weston Trademark 2240705 
Roan, F. E. Jackson 
Sire 
LEEWOOD TRADEMARK 11TH 2434851 


Roan, Morse Bros. 
Rosewood Princess 2d 2151144 
Roan, Morse Bros. 
Marellbar Scottish Hero 1923589 
Red, Geishecker Bros. 

Dam 

AUGUSTA BEAUTY 2D 1986896 

Red, Albert Hamann 


Augusta’s Beauty 1950440 
Red, Albert Hamann 


FEMALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Newallyn Ringleader 2091497 
Roan, Harry A. Newman 
64th Duchess of Gloster 1917425 
Roan, F. E. Jackson 


Browndale Admiral 2028549 


Roan, F. E. Jackson 
Rosewood Princess 1947496 
Red, Morse Bros. 


Dreadnaught Hero 1857158 


Red, Geishecker Bros. 
Browndale Lustre 1809089 
Red, Geishecker Bros. 


Augusta’s Lord 1878018 
Roan, Albert Hamann 
Village Augusta 2d 1628845 
Roan, Nick Jacobsen 


AUGUSTA BEAUTY 8TH - Roan heifer calf, calved June 21, 1959, by Spreading Elm 
Star. Rebred. 


DEWAR BROS. 


Roan, calved January 10, 1956. 
Horn: 12 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Scre 
MERCURY’S IDOL 2516816 


Roan, Joseph M. Collins 
Cecilia 49th 2288756 
White, Joseph M. Collins 
Spreading Elm Jock 2430360 
Red, Dewar Bros. 
Dam 
SPREADING ELM VICTORIA 2D 2567057 
Red, Dewar Bros. 


Victoria T 3d 2052044 
Red, J. 'M. Townsend 


SPREADING ELM VICTORIA 7TH 2880-275 R-D 56 L-2 


FEMALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Edellyn Campeon Mercury 2071109 
White, Thos. E. Wilson 
Millhills Lady Augusta 1991397 
Roan, Duncan M. Stewart 


Newallyn Ringleader 2091497 

Roan, Harry A. Newman 
Cecilia 38th 1867439 

White, Joseph M. Collins 


Goldfinder Emblem 2059225 
Red, M. D. Whimple 

Cup’s Princess 5th 2073954 
RLW, Dewar Bros. 


Lord Douglas 1947840 

Red, McCone Bros. 
Victoria T 2d 1844006 
Roan, J. M. Townsend 


SPREADING ELM VICTORIA 7TH - White heifer calf, calved June 22, 1959, by 
Spreading Elm Star. Rebred. 


8, 1959 


AS am 


DEWAR BROS. 


Red, calved July 10, 1957. 


Horn: 4 


SPREADING ELM GLOSTER 61ST 2947-028 R-D 57 L-21 


Mercury's Idol 2516816 
Roan, Joseph M, Collins 


Sire 
SPREADING ELM IDOL 25TH 2770337 


Red, 


Dam 


Dewar Brothers 
Village Victoria 56th 2621619 
Roan, Dewar Brothers 


Leewood Trademark 11th 2434851 
Roan, Morse Brothers 


SPREADING ELM GLOSTER 50TH 2736389 


Red, 


Dewar Brothers 


Spreading Elm Gloster 36th 2430363 


Roan, Dewar Brothers 


FEMALE 


Bred & Owned by Dewar Brothers, Cherokee, Iowa. 
Sni-A-Bar Mercury 2288956 


Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 
White, Joseph M. Collins 


Leewood Trademark ' 11th 2434851 
Roan, Morse Brothers 
Village Victoria 34th 2073965 
Roan, Dewar Brothers 


Weston Trademark 2240705 
Roan, F. E. Jackson 
Rosewood Princess 2d 2151114 
Roan, Morse Brothers 


Goldfinder Emblem 2059225 

Red, M. D. Whimple 
Spreading Elm Gloster 25th 2043767 
White, Dewar Brothers 


SPREADING ELM GLOSTER 61ST - Red heifer calf, calved June 28, 1959 by Spreading 


Elm Star. 


Rebred. 


DEWAR BROS. 


Roan, calved October 20, 1957. 


Sere 


Mercury's Idol 2516816 
Roan, Joseph M. Collins 


SPREADING ELM IDOL 25TH 2770337 


Red, 


Dewar Brothers 


Village Victoria 56th 2621619 
Roan, Dewar Brothers 


Leewood Trademark 11th 2434851 
Roan, Morse Brothers 


Dam 
ELM CASSANDRIA 7TH 2736385 


Dk, Roan, 


Dewar Brothers 


Elm Cassandria 5th 2567049 
Red, Dewar Bros. 


ELM CASSANDRIA 13TH 2959-740 R-D57 L-31 


FEMALE 


Bred & Owned by Dewar Brothers, Cherokee, Iowa. 
Sni-A-Bar Mercury 2288956 


Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 
White, Joseph M. Collins 


Leewood Trademark 11th 2434851 
Roan, Morse Bros. 

Village Victoria 34th 2073965 
Roan, Dewar Bros. 


Weston Trademark 2240705 


Roan, F. E. Jackson 
Rosewood Princess 2d 2151114 
Roan, Morse Bros. 


ELM CASSANDRIA 13TH - White steer calf, calved July 9, 1959. Rebred. 


Roan, calved July 29, 1956. 
Horn: 26 


Sire 


DEWAR BROS. 
SPREADING ELM GARDENIA 6TH 2901-191 R-D 56L-19 


Weston Trademark 2240705 
Roan, F, E. Jackson 


LEEWOOD TRADEMARK 11TH 2434851 


Roan, 


Dam 


Morse Brothers 


Rosewood Princess 2d 2151144 
Roan, Morse Brothers 


Goldfinder's Mark 2075668 
Red, Husted Brothers 


GARLAND 2D 2445830 


Red, 


Otto Thiede & Sons 


Garland 2175989 
Red, Otto Thiede & Sons 


FEMALE 


Bred & Owned by Dewar Brothers, Cherokee. Iowa. 


Newallyn Ringleader 2091497 
Roan, Harry A. Newman 
64th Duchess of Gloster 1917425 
Roan, F, E. Jackson 


Browndale Admiral 2028549 
Roan, F. E. Jackson 

Rosewood Princess 1947496 
Red, Morse Brothers 


Supreme Goldfinder 1920005 
Roan, M. D. Whimple 
Iola Marigold 3d 1693390 

Red, W. C. Moffitt & Son 


Browndale Perfection 2015147 
Roan, Sumption Brothers 
Geraldine 4th 1885678 

Red, Otto Thiede & Sons 


SPREADING ELM GARDENIA 6TH - Red bull calf, calved July 10, 1959 by Spreading 


Elm Star. 


Rebred. 


DEWAR BROS. 


Red, calved October 26, 1953. 
Horn: 18 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Scre 
MERCURY'S IDOL 2516816 


Roan, Joseph M, Collins 
Cecilia. 49th 2288756 
White, Joseph M, Collins 
The Piper 1885859 
Roan, Dewar Brothers 
Dam 


LADY MYSIE 17TH 1986901 
Roan, Dewar Brothers 


Lady Mysie 9th 1855785 
Roan, Dewar Brothers 


LADY MYSIE 33D - Red heifer calf, ca 
Rebred. 


DEWAR BROS. 


Red, calved May 30, 1957. 
Horn: 46 


Mercury's Idol 2516816 
Roan, Joseph M. Collins 
Sere 
SPREADING ELM IDOL 25TH 2770337 


Red, Dewar Brothers 
Village Victoria 56th 2621619 
Roan, Dewar Brothers 
Mercury's Idol 2516816 
Roan, Joseph M, Collins 
‘Dam 


VIOLET BUD 4TH 2658725 
Red, Dewar Brothers 


Violet Bud 3d 2481557 
Red, Dewar Brothers 


LADY MYSIE 33D 2782-975 R-D 53 L-29 


VIOLET BUD 10TH 2947-036 R-D 57 L-17 


: 
: 
| 


VIOLET BUD 10TH - Red steer calf. Rebred. 


FEMALE 


Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Edellyn Campeon Mercury 2071109 
White, Thos. E, Wilson 
Millhills Lady Augusta 1991397 
Roan, Duncan M, Stewart 


Newallyn Ringleader 2091497 
Roan, Harry A. Newman 
Cecilia 38th 1867439 

White, Joseph M. Collins 


Baronet Jr 1829717 

Roan, Dana Farms 
Lady Clipper 2d 1782877 
Red, Ralph B. Whitney 


Cup's Monarch 1552205 
White, W. H. Stein 
Lady Mysie 3d 1511172 
Roan, H, C. Dewar 


lved July 19, 1959 by Spreading Elm Star. 


FEMALE 


Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Leewood Trademark 11th 2434851 
Roan, Morse Brothers 
Village Victoria 34th 2073965 
Roan, Dewar Brothers 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Goldfinder Emblem 2059225 
Red, M. D. Whimple 
Pearl Princess 2d 1704398 
Roan, G. F. Gruss 


DEWAR BROS. 


Roan, calved September 16, 1952. 
Horn: 14 


Weston Trademark 2240705 
Roan, F. E. Jackson 
Sere 
LEEWOOD TRADEMARK 11TH 2434851 


Roan, Morse Bros. 
Rosewood Princess 2d 2151144 
Roan, Morse Bros. 
Goldfinder Emblem 2059225 
Red, M. D. Whimple 
Dam 


SPREADING ELM SECRET 13TH 2504641 
White, Dewar Bros. 


Spreading Elm Secret 5th 1885867 
Roan, Dewar Bros. 


SPREADING ELM SECRET 14TH 2736-393 R-D52 L-20 


FEMALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Newallyn Ringleader 2091497 
Roan, Harry A. Newman 
64th Duchess of Gloster 1917425 
Roan, F. E. Jackson 


Browndale Admiral 2028549 
Roan, F. E. Jackson 
Rosewood Princess 1947496 
Red, Morse Bros. 


Goldfinder Diamond 1831545 
Roan, Thos. E, Wilson 
Faustiana Gipsy 1766014 

Red, L. R. Strother & Son 


Baronet Jr. 1829717 

Roan, Dana Farms 
Spreading Elm Secret 4th 1807282 
Roan, Dewar Bros. 


SPREADING ELM SECRET 14TH - Red bull calf, calved September 6, 1959 by Spreading 


Elm Star. 


DEWAR BROS. 


Roan, calved November 8, 1952. 
Horn: 51 


Weston Trademark 2240705 
Roan, F. E. Jackson 


Sere 
LEEWOOD TRADEMARK 11TH 2434851 
Roan, Morse Bros. 


Rosewood Princess 2d 2151144 
Roan, Morse Bros. 


Goldfinder Emblem 2059225 
Red, M. D. Whimple 


Dam 
ELM CASSANDRIA 4TH 2504636 
White, Dewar Bros. 


Elm Cassandria 2073958 
Roan, Dewar Bros. 


ELM CASSANDRIA 8TH 2736-386 R-D52 L-32 


FEMALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Newallyn Ringleader 2091497 
Roan, Harry A. Newmani 
64th Duchess of Gloster 1917425 
Roan, F, E. Jackson 


Browndale Admiral 2028549 


Roan, F. E. Jackson 
Rosewood Princess 1947496 
Red, Morse Bros. 


Goldfinder Diamond 1831545 
Roan, Thos. E. Wilson 
Faustiana Gipsy 1766014 

Red, L. R. Strother & Son 


Browndale Hero 1978462 

Red, McCone Bros. 
Oakmead Cassandria 13th 1891417 
White, Haskins & Ogden 


ELM CASSANDRIA 8TH - Roan Heifer calf, calved September 20, 1959 by Spreading 
Elm Star. 


ALTA, 10\ 


DEWAR BROS. 


SPREADING ELM SECRET 17TH 2880-273 R-D 55 L-34 


FEMALE 


Red, calved October 10, 1955. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Horn: 35 
Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Sire 
MERCURY’S IDOL 2516816 
Roan, Joseph M. Collins 
Cecilia 49th 2288756 
White, Joseph M. Collins 
Leewood Trademark 11th 2434851 
Roan, Morse Bros. 
Dam 
SPREADING ELM SECRET 14TH 2736393 
Roan, Dewar Bros. 


Spreading Elm Secret 13th 2504641 


White, Dewar Bros. 


DEWAR BROS. 


| 
: 
| 


SPREADING ELM SECRET 17TH - Red heifer calf, calved September 22, 1959, by 
Spreading Elm Star. 


Edellyn Campeon Mercury 2071109 


White, 


Thos. E. Wilson 


Millhills Lady Augusta 1993197 


Roan, 


Duncan M. Stewart 


Newallyn Ringleader 2091497 


Roan, 


Harry A. Newman 


Cecilia 38th 1867439 


White, 


Joseph M. Collins 


Weston Trademark 2240705 


Roan, 


F. E. Jackson 


Rosewood Princess 2d 2151144 


Roan, 


Morse Bros. 


Goldfinder Emblem 2059225 


Red, 


M. D. Whimple 


Spreading Elm Secret 5th 1885867 


Roan, 


ROAN LADY 19TH 2658-719 R-D51 L-18 


Dewar Bros. 


FEMALE 


White, calved July 8, 1959. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Horn: 19 
Weston Trademark 2240705 
Roan, F. E. Jackson 

Sire 

LEEWOOD TRADEMARK 11TH 2434851 

Roan, Morse Bros. 
Rosewood Princess 2d 2151144 
Roan, Morse Bros. 
Perfection Clipper 2296654 
Roan, Otto Thiede & Sons 

Dam 

ROAN LADY 18TH 2545771 

Roan, Otto Thiede & Sons 


Red Lady 30th 2355940 
Red, Otto Thiede & Sons 


| 
: 
| 


ROAN LADY 19TH - White heifer calf, calved October 5, 1959, by Spreading 
Elm Star. 


Newallyn Ringleader 2091497 


Roan, 


Harry A. Newman 


64th Duchess of Gloster 1917425 


Roan, 


F. E. Jackson 


Browndale Admiral 2028549 


Roan, 


F. E. Jackson 


Rosewood Princess 1947496 


Red, 


Morse Bros. 


Browndale Perfection 2015147 


Roan, 


Sumption Bros. 


Countess 9th 2057627 


Red, 


Crews & Crews 


Goldfinder’s Mark 2075668 


Red, 


Huster Bros. 


Red Lady 22d 2119838 


Red, 


Otto Thiede & Sons 


GOLDIE 63D 
One of our Goldie Family 
Sold to L. A. Storms, Kalispell, Montana. 


DEWAR BROS. 


C B GOLDIE 2642-020 R-C68 


FEMALE 


Dk. Roan, calved December 2, 1950. Bred by Clausen Bros., Spencer, Iowa. 
Owned by Dewar Bros., Cherokee, Iowa. 
Horn: 77 


Killearn Max 5th =254948= 


Red, Claude Gallinger 
Sere 
KILLEARN MAX JUGGLER 2487000 
Red, Claude Gallinger 
Killearn Lady Rothes =290461= 
Red, Claude Gallinger 
Goldfinder's Champion 2052878 
Roan, Husted Bros. 
Dam 


GOLDFINDER'S GOLDIE 2517324 
Dk. Roan, Clausen Bros. 


Stonehaven Goldie 3d 2275419 
Roan, William J. Kay. 


Killearn Max =241730= 
Red, Claude Gallinger 
Peter's Nonpareil =291956= 


Dk. Roan, Claude Gallinger 
Balmuchy Jasper =212749= 
Red, W. MacGillivray 
Lady Rothes =270771= 

Red, Claude Gallinger 
Supreme Goldfinder 1920005 
Red, M. D. Whimple 
Flora A 1931466 

Roan, Husted Bros. 


Killearn Beauty Lad =2302606= 


Red, Claude Gallinger 
Stonehaven Goldie =286137= 
Roan, Wm. J. Kay 


C B GOLDIE - Roan heifer calf, calved October 8, 1959 by Spreading Elm Star. 


DEWAR BROS. 


Roan, calved April 16, 1953. 


Horn: 52 
Weston Trademark 2240705 
Roan, F. E. Jackson 
Sere 
LEEWOOD TRADEMARK 11TH 2434851 
Roan, Morse Bros. 
Rosewood Princess 2d 2151144 
Roan, Morse Bros. 
Goldfinders Robin 2355917 
Red, Otto Thiede & Sons 
Dam 
SPREADING ELM GLOSTER 38TH 2532005 
Roan, Dewar Bros. 


Spreading Elm Gloster 25th 2043767 


White, Dewar Bros. 


SPREADING ELM GLOSTER 51ST 2770-344 R-D 53 L-4 


S 


FEMALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Newallyn Ringleader 2091497 


Roan, Harry A. Newman 
64th Duchess of Gloster 1917425 
Roan, F. E. Jackson 


Browndale Admiral 2028549 


Roan, F. E. Jackson 
Rosewood Princess 1947496 
Red, Morse Bros. 


Goldfinder’s Mark 2075668 


Red, Husted Bros. 

Sympathy 11th 2113848 

Red, Otto Thiede & Sons 

The Piper 1885859 

Roan, Dewar Bros. 

Spreading Elm Gloster 13th 1791436 
Roan, Dewar Bros. 


SPREADING ELM GLOSTER 51ST - White heifer calf, calved October 8, 1959, by Spreading 
Elm Star. 


DEWAR BROS. 


Red, calved November 23, 1953. 


Horn: 80 
Weston Trademark 2240705 
Roan, F. E. Jackson 
Sire 
LEEWOOD TRADEMARK 11TH 2434851 
Roan, Morse Bros. 
Rosewood Princess 2d 2151144 
Roan, Morse Bros. 
Goldfinder’s Mark 2075668 
Red, | Husted Bros. 
Dam 
GARLAND 2D 2445830 
Red, Otto Thiede & Sons 


Garland 2175989 
Red, Otto Thiede & Sons 


SPREADING ELM GARDENIA 2D 2782-977 R-D 53 L-34 


FEMALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Newallyn Ringleader 2091497 


Roan, Harry A. Newman 
64th Duchess of Gloster 1917425 
Roan, F. E. Jackson 


Browndale Admiral 2028549 


Roan, F. E. Jackson 
Rosewood Princess 1947496 
Red, Morse Bros. 


Supreme Goldfinder 1920005 


Roan, M. D. Whimple 
Iola Marigold 3d 1693390 

Red, W. C. Moffitt & Son 
Browndale Perfection 2015147 
Roan, Sumption Bros. 
Geraldine 4th 1885678 

Red, Otto Thiede & Sons 


SPREADING ELM GARDENIA 2D - Red heifer calf, calved January 10, 1959, by 
Spreading Elm Star. Rebred. 


3, 1959 


DEWAR BROS. FEMA LE 
SPREADING ELM GOLDIE 2782-980 R-D 53 L-37 


Red, calved December 17, 1953. Bred by Clausen Bros., Spencer Iowa. 
Horn: 57 Owned by Dewar Bros., Cherokee, Iowa. 


Killearn Max 5th =254948= 


Killearn Max Juggler 2487000 


, Red, Claude Gallinger 
Pip eC: CURES NT Killearn Lady Rothes =290461 - 
C B'GRAND MAX 2691039 Red, Claude Gallinger 
Roan, Clausen Bros. 
Edellyn Grand Command 2087414 
Lady Clara of Calara 6th 2366372 Roan, Thos. E. Wilson 
Roan, Carl A. Henkel Lady Clara of Calara 2d 2056829 
Roan, Carl A. Henkel 
Killearn Max Juggler 2487000 Killearn Max 5th =254948= 
Red, Claude Gallinger Red, Claude Gallinger 
Dam Killearn Lady Rothes =290461= 
C B GOLDIE 2642020 Red, Claude Gallinger 


Dk. Roan, Clausen Bros. 
Goldfinder's Champion 2052878 


Goldfinder's Goldie 2517324 Roan, Husted Bros. 
Dk. Roan, Clausen Bros. Stonehaven Goldie 3d 2275419 
Roan, William J. Kay 


SPREADING ELM GOLDIE - Red heifer calf, calved January 18, 1959 by Spreading 
Elm Star. Rebred. 


DEWAR BROS. FEMALE 
SPREA DING ELM NOVELTY 9TH 2880-271 R-D 55 L-38 


Roan, calved October 17, 1955. Bred & Owned by Dewar Bros. Cherokee, Iowa. 
Horn: 22 


Spreading Elm Idol 7th 2621602 Morcary sJool 2018816 


Roan Joseph M. Collins 
es) Red, ewan BYOe. Spreading Elm Gloster 36th 2430363 
(4 
SPREADING ELM IDOL 22D 2718595 Roan, Dewar Bros. 
ate PONE ES GESED Leewood Trademark 11th 2434851 
- ; Roan, Morse Bros. 
ec pase ehemeacness Village Victoria 34th 2073965 
; ‘ Roan, Dewar Bros. 
Leewood Trademark 11th 2434851 | Weston Trademark 2240705 
Roan Mikes Broa Roan, F. E. Jackson 
Py si 4 : Rosewood Princess 2d 2151144 
SPREADING ELM NOVELTY 2621616 Roan, Morse Bros. 
oe .gucyer Bros. Newallyn Ringleader 2091497 
Novel Nadine 2238969 a ’ eet des Newman 
White F. E. Jackson Novel Nelle 20 
; Fn)" Roan, F, E, Jackson 


SPREADING ELM NOVELTY 9TH - White steer calf. 


ALTA, 10' 


DEWAR BROS. 


FEMALE 
SPREADING ELM MYSIE 43D 2658-721 R-D 51 L-12 


Roan, calved April 29, 1951. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Horn: 13 
Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Scere 
MERCURY'S IDOL 2516816 
Roan, Joseph M, Collins ‘ 
Cecilia 49th 2288756 
White, Joseph M. Collins 
Goldfinder Emblem 2059225 
Red, M. D. Whimple 
Dam 
SPREADING ELM MYSIE 35TH 2504640 
Red, Dewar Brothers 


Spreading Elm Mysie 15th 1885865 


Roan, Dewar Brothers 


Edellyn Campeon Mercury 2071109 


White, Thos. E, Wilson 
Millhills Lady Augusta 1991397 
Roan, Duncan M. Stewart 


Newallyn Ringleader 2091497 
Roan, Harry A. Newman 
Cecilia 38th 1867439 

White, Joseph M. Collins 


Goldfinder Diamond 1831545 
Roan, Thos, E, Wilson 
Faustiana Gipsy 1766014 

Red, L. R. Strother & Son 


Cup's Gloss 1807269 

White, Dewar Brothers 
Spreading Elm Mysie 4th 1767666 
Roan, Dewar Brothers 


SPREADING ELM MYSIE 43D - Due to calve by sale time. 


DEWAR BROS. 
SPREAD ING ELM VICTORIA 6TH 2880-274 R-D 55 L-45 


FEMALE 


Red, calved December 25, 1955. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Horn: 48 
Spreading Elm Idol 7th 2621602 
Red, Dewar Brothers 

Sere 

SPREADING ELM IDOL 22D 2718595 

Red, Dewar Brothers 
Village Victoria 56th 2621619 
Roan, Dewar Brothers 
Leewood Trademark 34th 2547274 
Roan, Fred Lee 

Dam 


SPREADING ELM VICTORIA 3D 2680948 


Red, Dewar Brothers 


Spreading Elm Victoria 2d 2567057 


Red, Dewar Brothers 


Mercury's Idol 2516816 


Roan, Joseph M. Collins 
Spreading Elm Gloster 36th 2430363 
Roan, Dewar Brothers 


Leewood Trademark 11th 2434851 


Roan, Morse Brothers 
Village Victoria 34th 2073965 
Roan, Dewar Brothers 


Weston Trademark 2240705 


Roan, F, E, Jackson 
Missie of Leewood 6th 2174795 
RLW, Fred Lee 
Spreading Elm Jock 2430360 
Red, Dewar Brothers 
Victoria T 3d 2052044 

Red, J. M. Townsend 


SPREADING ELM VICTORIA 6TH - Due to calve by sale time. 


DEWAR BROS. 


Red, calved November 23, 1951. 


Horn: 73 
Weston Trademark 2240705 
Roan, F, E. Jackson 
Sire 
LEEWOOD TRADEMARK 34TH 2547274 
Roan, Fred Lee 
Missie of Leewood 6th 2174795 
RLW, Fred Lee 
Spreading Elm Jock 2430360 
Red, Dewar Brothers 
Dam 


SPREADING ELM VICTORIA 2D 2567057 
Red, Dewar Brothers 


Victoria T 3d 2052044 
Red, J. M. Townsend 


SPREADING ELM VICTORIA 3D 2680-948 R-D51 L-33 


- Red, 


FEMALE 


Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Newallyn Ringleader 2091497 
Roan, Harry A. Newman 
64th Duchess of Gloster 1917425 
Roan, F, E, Jackson 


Scotty 1918052 

Fred Lee 

Missie Cumberland 3d 1990042 
Roan, Held Brothers 


Goldfinder Emblem 2059225 
Red, M. D. Whimple 

Cup's Princess 5th 2073954 
RLW, Dewar Brothers 


Lord Douglas 1947840 

Red, McCone Brothers 
Victoria T 2d 1844006 

Roan, J. M. Townsend 


SPREADING ELM VICTORIA 3D - Due to calve by sale time. 


DEWAR BROS. 


Red, calved April 14, 1955. 
Horn: 86 


Weston Trademark 2240705 
Roan, F, E. Jackson 
Sire 
LEEWOOD TRADEMARK 11TH 2434851 


Roan, Morse Brothers 
Rosewood Princess 2d 2151144 
Roan, Morse Brothers 
Goldfinder's Challenger 2445826 
Red, Otto Thiede & Sons 
Dam 


SPREADING ELM MYSIE 37TH 2567055 
Roan, Dewar Brothers 


Spreading Elm Mysie 24th 2043768 
Roan, Dewar Brothers 


SPREADING ELM MYSIE 55TH 2865-469 R-D55 L-6 


FEMALE 


Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Newallyn Ringleader 2091497 
Roan, Harry A. Newman 
64th Duchess of Gloster 1917425 
Roan, F. E. Jackson 


Browndale Admiral 2028549 
Roan, F, E, Jackson 

Rosewood Princess 1947496 
Red, Morse Brothers 


Goldfinder's Mark 2075668 
Red, Husted Brothers 
Princess Royal 114th 2027288 
Roan, Otto Thiede & Sons 


The Piper 1885859 

Roan, Dewar Brothers 
Spreading Elm Mysie 16th 1885866 
Roan, Dewar Brothers 


SPREADING ELM MYSIE 55TH - Due to calve by sale time. 


DEWAR BROS. 


Red, calved May 28, 1952. 


FEMALE 
SPREADING ELM GARDENIA 2716-021 R-D 52 L-10 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Horn: 90 
Sni-A-Bar Mercury 2288956 Edellyn Campeon Mercury 2071109 
Roan, Sni-A-Bar Farms White, Thos. E. Wilson 
Sire Millhills Lady Augusta 1991397 
MERCURY’S IDOL 2516816 Roan, Duncan M. Stewart 
Roan, Joseph M. Collins 
Newallyn Ringleader 2091497 
Cecilia 49th 2288756 Roan, Henry A. Newman 
White, Joseph M. Collins Cecilia 38th 1867439 
White, Joseph M. Collins 
Goldfinder’s Mark 2075668 Supreme Goldfinder 1920005 
Red, Husted Bros. Roan, M. D. Whimple 
Dam Iola Marigold 3d 1693390 
GARLAND 2D 2445830 Red, W. C. Moffitt & Son 
Red, Otto Thiede & Sons 
| Browndale Perfection 2015147 
Garland 2175989 Roan, Sumption Bros. 
Red, Otto Thiede & Sons | Geraldine 4th 1885678 
Red, Otto Thiede & Sons 


SPREADING ELM GARDENIA - Due to calve by sale time. 


DEWAR BROS. 


Red, calved July 14, 1956. 
Horn: 82 


Mercury’s Idol 2516816 
Roan, Joseph M. Collins 


Sire 
SPREADING ELM IDOL 25TH 2770337 
Red, Dewar Bros. 


Village Victoria 56th 2621619 
Roan, Dewar Bros. 


Leewood Trademark 11th 2434851 


Roan, Morse Bros. 
Dam 
SPREADING ELM GLOSTER 50TH 2736389 
Red, Dewar Bros. 


Spreading Elm Gloster 36th 2430363! Red, 


Roan, Dewar Bros. 


SPREAD ING ELM GLOSTER 60TH 2901-193 R-D 56 L-18 


FEMALE 


Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Leewood Trademark 11th 2434851 
Roan, Morse Bros. 

Village Victoria 34th 2073965 
Roan, Dewar Bros. 


Weston Trademark 2240705 


Roan, F. E. Jackson 
Rosewood Princess 2d 2151144 
Roan, Morse Bros. 


Goldfinder Emblem 2059225 

M. D. Whimple 
Spreading Elm Gloster 25th 2043767 
White, Dewar Bros. 


SPREADING ELM GLOSTER 60TH - Due to calve by sale time. 


B, 1959 


DEWAR BROS. FEMALE 
ELM CASSANDRIA 6TH 2680-942 R-D51 L-26 


White, calved October 10, 1951. Bred & Owned by Dewar Bros., Cherokee, Iowa. 
Horn: 72 


Weston Trademark 2240705 Newallyn Ringleader 2091497 
Roan, F. E. Jackson Roan, Harry A. Newman 
Sire 64th Duchess of Gloster 1917425 
LEEWOOD TRADEMARK 34TH 2547274 Roan, F, E, Jackson 
Roan, Fred Lee 
Scotty 1918052 
Missie of Leewood 6th 2174795 Red, Fred Lee 
RLW, Fred Lee Missie Cumberland 3d 1990042 
Roan, Held Bros. 
Goldfinder Emblem 2059225 Goldfinder Diamond 1831545 
Red, M. D. Whimple Roan, Thos. W. Wilson 
Ta au Faustiana Gipsy 1766014 
ELM CASSANDRIA 4TH 2504636 Red, L. R. Strother & Son 
White, Dewar Bros. 
Browndale Hero 1978462 
Elm Cassandria 2073958 Red, McCone Bros. 
Roan, Dewar Bros. Qakmead Cassandria 13th 1891517 


White, Haskins & Ogden 
ELM CASSANDRIA 6TH - Due to calve by sale date. 


DEWAR BROS. FEMALE 
SPREADING ELM GARDENIA 4TH 2865-468 R-D 55 L- 16 


Red, calved May 17, 1955. Bred & Owned by Dewar Bros., Cherokee, Iowa. 
Horn: 25 


Leewood Trademark 11th 2434951 { Weston Trademark 2240705 


Roan, Morse Bros. Roan, F, E. Jackson 
Sine Rosewood Princess 2d 2151144 
SPREADING ELM MARK 16TH 2736382 Roan, Morse Bros. 
Red, Dewar Bros. 
2499150 Pitpointie Tuscan 2070687 
Newallyn Orange Blossom 17th Roan, Robert L. P. Duncan 
Roan, Harry A. Newman Newallyn Orange Blossom 3d =311016= 
Dk. Roan, Harry A. Newman 
Goldfinder's Mark 2075668 Supreme Goldfinder 1920005 
Red, Husted Bros. Roan, M. D. Whimple 
Dam Iola Marigold 3d 1693390 
GARLAND 2D 2445830 Red, W. C. Moffitt & Son 
Red, . Otto Thiede & Sons 
Browndale Perfection 2015147 
Garland 2175989 Roan, Sumption Bros. 
Red, Otto Thiede & Sons Geraldine 4th 1885678 


Red, Otto Thiede & Sons 


SPREADING ELM GARDENIA 4TH - Due to calve by-sale date. 


DEWAR BROS. 
SPREADING ELM GLOSTER 48TH 2736-387 R-D52 L-15 


FEMALE 


Red, calved September 18, 1952. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Horn: 34 
Weston Trademark 2240705 
Roan, F. E. Jackson 
Sere 
LEEWOOD TRADEMARK 11TH 2434851 
Roan, Morse Brothers 
Rosewood Princess 2d 2151144 
Roan, Morse Brothers 
Mercury's Idol 2516816 
Roan, Joseph M. Collins 
Dam 


SPREADING ELM GLOSTER 44TH 2589240 


Roan, Dewar Brothers 


Spreading Elm Gloster 18th 885864 


Red, Dewar Brothers 


Newallyn Ringleader 2091497 


Roan, Harry A. Newman 
64th Duchess of Gloster 1917425 
Roan, F, E. Jackson 
Browndale Admiral 2028549 
Roan, F, E, Jackson 
Rosewood Princess 1947496 
Red, Morse Brothers 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M., Collins 


Baronet Jr 1829717 


Roan, Dana Farms 
Spreading Elm Gloster 12th 1791435 
Roan, Dewar Brothers 


SPREADING ELM GLOSTER 48TH - Due to calve by sale time. 


DEWAR BROS. 


SPREADING ELM GLOSTER 53D 2770-346 R-D 53 L-14 


FEMALE 


White, calved June 4, 1953. "Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Horn: 5 
Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Sere 
MERCURY'S IDOL 2516816 
Roan, Joseph M. Collins 
Cecilia 49th 2288756 
White, Joseph M. Collins 
Browndale Hero 1978462 
Red, McCone Brothers 
Dam 


SPREADING ELM GLOSTER 34TH 2322262 


Roan, Dewar Brothers 


Spreading Elm Gloster 25th 2043767 


White, Dewar Brothers 


Edellyn Campeon Mercury 2071109 


White, Thos. E. Wilson 
Millhills Lady Augusta 1991397 
Roan, Duncan M. Stewart 


Newallyn Ringleader 2091497 


Roan, Harry A. Newman 
Cecilia 38th 1867439 

White, Joseph M, Collins 
Count Hero 1899061 

Red, McCone Brothers 
Gay Rose 1869823 

Roan, McCone Brothers 


The Piper 1885859 


Roan, Dewar Brothers 
Spreading Elm Gloster 13th 1791436 
Roan, Dewar Brothers 


SPREADING ELM GLOSTER 53D - Due to calve by sale time. 


5 


DEWAR BROS. 


Roan, calved September 20, 1955. 
Horn: 36 


Spreading Elm Idol 7th 2621602 
Red, Dewar Brothers 
Sire 
SPREADING ELM IDOL 22D 2718595 
Red, Dewar Brothers 


Village Victoria 56th 2621619 
Roan, Dewar Brothers 


Leewood Trademark 11th 2434851 
Roan, Morse Brothers 
Dam 
SPREADING ELM NOVELTY 2D 2680947 
White, Dewar Brothers 


Novel Nadine 2238969 
White, F, E, Jackson 


SPREADING ELM NOVELTY 8TH 2880-270 R-D 55 L-30 


FEMALE 


Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Mercury's Idol 2516816 

Roan, Joseph M, Collins 
Spreading Elm Gloster 36th 2430363 
Roan, Dewar Brothers 


Leewood Trademark 11th 2434851 
Roan, Morse Brothers 
Village Victoria 34th 2073965 
Roan, Dewar Brothers 


Weston Trademark 2240705 
Roan, F. E. Jackson 
Rosewood Princess 2d 2151144 
Roan, Morse Brothers 


Newallyn Ringleader 2091497 
Roan, Harry A. Newman 
Novel Nelle 2048361 

Roan, F, E. Jackson 


SPREADING ELM NOVELTY 8TH- Due to calve by sale time. 


DEWAR BROS. 


Roan, calved October 8, 1951. 
Horn: 9 


Weston Trademark 2240705 
Roan, F, E, Jackson 
Scere 
LEEWOOD TRADEMARK 11TH 2434851 


Roan, Morse Brothers 
Rosewood Princess 2d 2151144 
Roan, Dewar Brothers 
Baronet Jr 1829717 
Roan, Dana Farms 

Dam 


VILLAGE VICTORIA 32D 1885868 
Roan, Dewar Brothers 


Village Victoria 31st 1791438 
Roan, Dewar Brothers 


VILLAGE VICTORIA 59TH 2680-949 R-D51 L-25 


FEMALE 


Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Newallyn Ringleader 2091497 
Roan, Harry A. Newman 
64th Duchess of Gloster 1917425 
Roan, F, E, Jackson 


Browndale Admiral 2028549 
Roan, F. E. Jackson 

Rosewood Princess 1947496 
Red, Morse Brothers 


Baronet 1756749 


Roan, George Walker 
Sni-A-Bar Clipper Lady 2d 1720976 
Red, Sni-A-Bar Farms 
Lusty's Type 1451804 

Red, Morrill & Dewar 
Village Victoria 30th 1680779 
White, H. C. Dewar 


VILLAGE VICTORIA 59TH - Due to calve by sale time. 


DEWAR BROS. FEMALE 
VIOLET BUD 8TH 2880-278 R-D 55 L-29 


NY 


Red, calved September 20, 1955. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Horn: 39 
Weston Trademark 2240705 Newallyn Ringleader 2091497 
Roan, F. E. Jackson Roan, Harry A. Newman 
Sire 64th Duchess of Gloster 1917425 
LEEWOOD TRADEMARK 11TH 2434851 Roan, F. E. Jackson 
Roan, Morse Bros. 
Browndale Admiral 2028549 
Rosewood Princess 2d 2151144 Roan, F. E. Jackson 
Roan, Morse Bros. Rosewood Princess 1947496 
Red, Morse Bros. 
Mercury’s Idol 2516816 Sni-A-Bar Mercury 2288956 
Roan, Joseph M. Collins Roan, Sni-A-Bar Farms 
Dam Cecilia 49th 2288756 
VIOLET BUD 5TH 2710483 White, Joseph M. Collins 
Red, Dewar Bros. 
Goldfinder Emblem 2059225 
Violet Bud 3d 2481557 Red, M. D. Whimple 
Red, Dewar Bros. Pearl Princess 2d 1704398 
Roan, G. F. Gruss 
VIOLET BUD 8TH - Due to calve by sale time. 
DEWAR BROS. FEMALE 


SPREAD ING ELM NOVELTY 12TH 2917-246 R-D 56 L-27 


Roan, calved September 25, 1956. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Horn: 31 
Spreading Elm Idol 7th 2621602 Mercury’s Idol 2516816 
Red, Dewar Bros. Roan, Joseph M. Collins 
Sire Spreading Elm Gloster 36th 243036 
SPREADING ELM IDOL 22D 2718595 Roan, Dewar Bros. ; 
Red, Dewar Bros. 
Leewood Trademark 11th 2434851 
Village Victoria 56th 2621619 Roan, Morse Bros. 
Roan, Dewar Bros. Village Victoria 34th 2073965 
Roan, Dewar Bros. 
Leewood Trademark 11th 2434851 | Weston Trademark 2240705 
Roan, Morse Bros. Roan, F. E. Jackson 
Daum Rosewood Princess 2d 2151144 
SPREADING ELM MOVELTY 2D 2680947 Roan, Morse Bros. 
White, Dewar Bros. 
Newallyn Ringleader 2091497 
Novel Nadine 2238969 Roan, Harry A. Newman 
White, F. E. Jackson Novel Nelle 2048361 
Roan, F. E. Jackson 


SPREADING ELM NOVELTY 12TH - Due to calve in December. 


NOVEMBER 28, 1959 


DEWAR BROS. 


ELM CASSANDRIA 7TH 2736-385 R-D52 L-27 


FEMALE 


Dk. Roan, calved October 22, 1952. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Horn: 37 Weston Trademark 2240705 


Roan, F, E. Jackson 
Sie 
LEEWOOD TRADEMARK 11TH 2434851 
Roan, Morse Brothers 
Rosewood Princess 2d 2151144 
Roan, Morse Brothers 
Spreading Elm Jock 2430360 
Red, Dewar Brothers 
Dan 
ELM CASSANDRIA 5TH 2567049 
Red, Dewar Brothers 


Elm Cassandria 2073958 
Roan, Dewar Brothers 


ELM CASSANDRIA 7TH - Due to calve in December. 


DEWAR BROS. 


SPREADING ELM GLOSTER 59TH 2901-192 R-D 56 L-16 


Newallyn Ringleader 2091497 
Roan, Harry A. Newman 
64th Duchess of Gloster 1917425 
Roan, F. E, Jackson 


Browndale Admiral 2028549 
Roan, F. E, Jackson 

Rosewood Princess 1947496 
Red, Morse Brothers 


Goldfinder Emblem 2059225 
Red, M. D. Whimple 

Cup's Princess 5th 2073954 
RLW, Dewar Brothers 


Browndale Hero 1978462 

Red, McCone Brothers 
Oakmead Cassandria 13th 1891517 
White, Haskins & Ogden 


FEMALE 


Roan, calved June 3, 1956. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Horn: 7 Mercury's Idol 2516816 


Roan, Joseph M, Collins 

Sere 

SPREADING ELM IDOL 25TH 2770337 

Red, Dewar Brothers 
Village Victoria 56th 2621619 
Roan, Dewar Brothers 
Leewood Trademark ilth 2434851 
Roan, Morse Brothers 

Dam 


SPREADING ELM GLOSTER 51ST 2770344 


Roan, Dewar Brothers 


Spreading Elm Gloster 38th 2532005 


Roan, Dewar Bros. 


SPREADING ELM GLOSTER 59TE - Due to calve in December. 


DEWAR BROS. 


VILLAGE VICTORIA 71ST 2880-276 R-D 55 L-26 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Leewood Trademark 11th 2434851 


Roan, Morse Brothers 
Village Victoria 34th 2073965 
Roan, Dewar Brothers 
Weston Trademark 2240705 
Roan, F, E. Jackson 
Rosewood Princess 2d 2151144 
Roan, Morse Brothers 


Goldfinder's Robin 2355917 

Red, Otto Thiede & Sons 
Spreading Elm Gloster 25th 2043767 
White, Dewar Brothers 


FEMALE 


Roan, calved September 5, 1955. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Horn: 6 


Spreading Elm Idol 7th 2621602 


Red, Dewar Brothers 


Sere 
SPREADING ELM IDOL 22D 2718595 
Red, Dewar Brothers ; 


Village Victoria 56th 2621619 


Roan, Dewar Brothers 


Leewood Trademark 1lith 2434851 


Roan, Morse Brothers 
Dam 
VILLAGE VICTORIA 55TH 2621618 
White, Dewar Brothers 


Village Victoria 49th 2481558 


White, Dewar Brothers 


Mercury's Idol 2516816 

Roan, Joseph M. Collins 
Spreading Elm Gloster 36th 2430363 
Roan, Dewar Brothers 


Leewood Trademark 11th 2434851 
Roan, Morse Brothers 
Village Victoria 34th 2073965 
Roan, Dewar Brothers 


Weston Trademark 2240705 
Roan, F, E, Jackson 
Rosewood Princess 2d 2151144 
Roan, Morse Brothers 


Goldfinder Emblem 2059225 
Red, M. D. Whimple 
Village Victoria 34th 2073965 
Roan, Dewar Brothers 


VILLAGE VICTORIA 71ST - Due to calve in December.) 


DEWAR BROS. 


ELM CASSANDRIA 1LITH 2917-237 R-D 56 L-21 


FEMALE 


Roan, calved September 7, 1956. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Horn: 24 Mercury’s Idol 2516816 


Roan, Joseph M. Collins 

Sire 

SPREADING ELM IDOL 25TH 2770337 

Red, Dewar Bros. 
Village Victoria 56th 2621619 
Roan, Dewar Bros. 
Leewood Trademark 34th 2547274 
Roan, Fred Lee 

Dam 

ELM CASSANDRIA 6TH 2680942 

White, Dewar Bros. 


Elm Cassandria 4th 2504636 


White, Dewar Bros. 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Leewood Trademark 11th 2434851 


Roan, Morse Bros. 
Village Victoria 34th 2073965 
Roan, Dewar Bros. 


Weston Trademark 2240705 


Roan, F. E. Jackson 
Missie of Leewood 6th 2174795 
RLW, Fred Lee 
Goldfinder Emblem 2059225 
Red, M. D. Whimple 
Elm Cassandria 2073958 
Roan, Dewar Bros. 


ELM CASSANDRIA 11TH - Due to calve in spring to service of Spreading Elm Star. 


DEWAR BROS. 


VILLAGE VICTORIA 61ST 2736-395 R-D53 L-3 


FEMALE 


Red, calved January 9, 1953. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Horn: 76 Weston Trademark 2240705 


Roan, ¥. E. Jackson 
Sire 
LEEWOOD TRADEMARK 11TH 2434851 
Roan, Morse Bros. 
Rosewood Princess 2d 2151144 
Roan, Morse Bros. 
Baronet Jr. 1829717 
Roan, Dana Farms 
Dam 
VILLAGE VICTORIA 32D 1885868 
Roan, Dewar Bros. 


Village Victoria 31st 1791483 


Roan, Dewar Bros. 


Newallyn Ringleader 2091497 


Roan, Harry A. Newman 
64th Duchess of Gloster 1917425 
Roan, F. E. Jackson 
Browndale Admiral 2028549 
Roan, F. E. Jackson 
Rosewood Princess 1947496 
Red, Morse Bros. 


Baronet 1756749 


Roan, George Walker 
Sni-A-Bar Clipper Lady 2d 1720976 
Red, Sni-A-Bar Farms 
Lusty’s Type 1451804 

Red, Morrill & Dewar 
Village Victoria 30th 1680779 
White, H. C. Dewar 


VILLAGE VICTORIA 61ST - Due to calve in spring to service of Spreading Elm Star. 


DEWAR BROS. 


SPREADING ELM NOVELTY 3D 2770-348 R-D 52 L-18 


FEMALE 


White, calved September 16, 1952. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Horn: 83 Mercury’s Idol 2516816 


Roan, Joseph M. Collins 
Sire 
SPREADING ELM IDOL 2621596 
Roan, Dewar Bros. 
Garland 2d 2445830 
Red, Otto Thiede & Sons 
Leewood Trademark 11th 2434851 
Roan, Morse Bros. 
Dam 
SPREADING ELM NOVELTY 2621616 
White, Dewar Bros. 


Novel Nadine 2238969 
White, F. E. Jackson 


Sni-A-Bar Mercury 2288956 
Roan, Sni-A-Bar Farms 
Cecilia 49th 2288756 

White, Joseph M. Collins 


Goldfinder’s Mark 2075668 
Red, Husted Bros. 
Garland 2175989 

Red, Otto Thiede & Sons 


Weston Trademark 2240705 
Roan, F. E. Jackson 
Rosewood Princess 2d 2151144 
Roan, Morse Bros. 


Newallyn Ringleader 2091497 


Roan, Harry A. Newman 
Novel Nelle 2048361 
Roan, F. E. Jackson 


SPREADING ELM NOVELTY 3D - Due to calve in spring to service of Spreading 


Elm Star. 


DEWAR BROS. 


SPREADING ELM NOVELTY 15TH 2959-744 R-D57 L-27 


FEMALE 


Roan, calved October 17, 1957. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire 

SPREADING ELM IDOL 25TH 2770337 
Red, Dewar Bros. 

Dam 

SPREADING ELM NOVELTY 3D 2770348 
White, Dewar Bros. 


Mercury's Idol 2516816 


Roan, Joseph M, Collins 
Village Victoria 56th 2621619 
Roan, Dewar Bros. 


Spreading Elm Idol 2621596 


Roan, Dewar Bros. 
Spreading Elm Novelty 2621616 
White, Dewar Bros. 


SPREADING ELM NOVELTY 15TH - Bred to Mar Bel Feerless 5th. 


DEWAR BROS. 


ROAN LADY 23D 2959-742 R-D57 L-39 


FEMALE 


Roan, calved October 9, 1957. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sere 

SPREADING ELM IDOL 25TH 2770337 
Red, Dewar Bros. 

Dam 

ROAN LADY 19TH 2658719 

White, Dewar Bros. 


ROAN LADY - Bred to Mar Bell Feerless 5th. 


DEWAR BROS. 


ELM CASSANDRIA 14TH 2959-741 R-D57 L-50 


Mercury's Idol 2516816 


Roan, Joseph M. Collins 
Village Victoria 56th 2621619 
Roan, Dewar Bros. 


Leewood Trademark 11th 2434851 


Roan, Morse Bros. 
Roan Lady 18th 2545771 
Roan, Otto Thiede & Sons 


FEMALE 


Roan, calved November 20, 1957. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire 

SPREADING ELM STAR 2859790 
Roan, H, N. Harrison 

Dam 

ELM CASSANDRIA 8TH 2736386 
Roan, Dewar Bros. 


Knobhill Platts 2621651 


Roan, T.S.& T. P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 

Leewood Trademark 11th 2434851 
Roan, Morse Bros. 

Wlm Cassandra 4th 2504636 
White, Dewar Bros. 


ELM CASSANDRIA 14TH - Bred to Mar Bel Feerless 5th. 


oS ae 


DEWAR BROS. FEMALE 
SPREADING ELM SECRET 20TH 2959-745 R-D5/ L-38 


Roan, calved October 8, 1957. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sire Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T. S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 

Roan, D. M. Gregg 
Dam Leewood Trademark 11th 2434851 
SPREADING ELM SECRET 14TH 2736393 Roan, Morse Brothers 
Roan, Dewar Brothers Spreading Elm Secret 13th 


White, Dewar Brothers 
SPREADING ELM SECRET 20TH - Bred to Mar Bel Feerless 5th. 


DEWAR BROS. FEMALE 
VILLAGE VICTORIA 75TH 2959-747 R-D57 L-32 


Roan, calved October 22, 1957. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sire Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T. S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 
Roan, D. M. Gregg 
Dam Spreading Elm Mark 16th 2736382 
VILLAGE VICTORIA 70TH 2865476 Red, Dewar Brothers 
Roan, Dewar Brothers Village Victoria 49th 2481558 
White, Dewar Brothers 


VILLAGE VICTORIA 75TH - Bred to Mar Bel Feerless 5th. 


DEWAR BROS. FEMALE 
SPREAD ING ELM VICTORIA 9TH 2959-746 R-D57 L-34 


Roan, calved October 29, 1957. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sere Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T.S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 
Roan, D. M. Gregg 
Dam ‘ Spreading Elm Idol 22d 2718595 
SPREADING ELM VICTORIA 6TH 2880274 Red, Dewar Brothers 
Red, Dewar Brothers Spreading Elm Victoria 3d 2680948 
Red, Dewar Brothers 


SPREADING ELM VICTORIA 9TH - Bred to Mar Bel Feerless 5th, 


VEMBER 28, 1959 EEE 


oy : 


Wis 


DEWAR BROS. | FEMALE 
VILLAGE VICTORIA 76TH 2959-748 R-D57 L-41 


White, calved October 26, 1957. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sere Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T.S.& T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 
Roan, D. M. Gregg 
Fis Spreading Elm Idol 22d 2718595 
VILLAGE VICTORIA 72D 2718595 Red, Dewar Bros. 
Roan, Dewar Bros. Village Victoria 62d 2770351 
Roan, Dewar Bros. 


VILLAGE VICTORIA 76TH - Bred to Mar Bell Feerless 5th. 


DEWAR BROS. FEMALE 
SPREADING ELM GLOSTER 62D 2959-743 R-D57 L-43 


EA, 


Roan, calved October 31, 1957. Bred & Owned by Dewar Bros., Cherokee, Iowa 


Sine Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T.S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 
Roan, D. M. Gregg 
Dam Leewood Trademark 11th 2434851 
SPREADING ELM CLOSTER 52D 2770345 Roan, , Morse Bros. 
Red, Dewar Bros. Spreading Elm Gloster 45th 2658720 
Roan, Dewar Bros. 


SPREADING ELM GLOSTER 62D - Bred to Mar Bel Feerless 5th. 


DEWAR BROS. FEMALE 
ELM C ASSANDRIA 12TH 2959-739 R-D 5/ L-25 


Roan, calved October 3, 1957. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


3a Spreading Elm Idol 7th 2621602 

SPREADING ELM IDOL 22D 2718595 Red, Dewar Bros. 

Red, Dewar Bros. Village Victoria 56th 2621619 
Roan, Dewar Bros. 

Dam Leewood Trademark 34th 2547274 

ELM CASSANDRIA 6TH 2689042 Roan, Fred Lee 

White, Dewar Bros. Elm Cassandria 4th 2504636 
White, Dewar Bros. 


ELM CASSANDRIA 12TH - Bred to. Mar Bell Feerless 5th. 


ROSE PRINCESS 7TH 
One of our Princess Family 
Sold to Carson Gibson, Houston, Texas. 


DEWAR BROS. FEMALE 
AUGUSTA BEAUTY 17TH 2995-772 R-D58 L-4 


Roan, calved April 3, 1958. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sere Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T.S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 

Roan, D. M. Gregg 
Dam Leewood Trademark 11th 2434851 
AUGUSTA BEAUTY 8TH 2716020 Roan, Morse Brothers 
Roan, Dewar Brothers Augusta Beauty 2d 1986896 

Red, Albert Hamann 


AUGUSTA BEAUTY 17TH - Bred to Mar Bel Feerless 5th. 


DEWAR BROS. 


VILLAGE VICTORIA 79TH 2995-793 R-D58 L-20 


FEMA LE 


Roan, calved June 1, 1958. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sire 

SPREADING ELM STAR 28597380 
Roan, H. N. Harrison 

Dam 

VILLAGE VICTORIA 55TH 2621618 
White, Dewar Brothers 


Knobhill Platts 2621651 


Roan, T.S. & T..P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 

Leewood Trademark 11th 2434851 
Roan, Morse Brothers 
Village Victoria 49th 2481558 
White, Dewar Brothers 


VILLAGE VICTORIA 79TH - Bred to Mar Bel Feerless 5th. 


DEWAR BROS. 


SPREADING ELM MYSIE 61ST 2995-807 R-D58 L-18 


FEMALE 


Roan, calved May 16, 1958. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sere 

SPREADING ELM STAR 2859790 

Roan, H. N. Harrison 

Dam 

SPREADING ELM MYSIE 48TH 2736392 
Roan, Dewar Brothers 


Knobhill Platts 2621651 


Roan, T.S. & T. P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 
Mercury's Idol 2516816 

Roan, Joseph M. Collins 
Spreading Elm Mysie 40th 2621613 
Roan, Dewar Brothers 


SPREADING ELM MYSIE 61ST - Bred to Mar Bel Feerless 5th. 


DEWAR BROS. 


SPREADING ELM GLOSTER 65TH 2998-177 R-D58 L-23 


FEMALE 


Roan, calved June 24, 1958. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sire 

SPREADING ELM STAR 2859790 

Roan, H. N. Harrison 

Dam 

SPREADING ELM GLOSTER 53D 2770346 
White, Dewar Brothers 


Knobhill Platts 2621651 


Roan, T.S. & T. P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 

Mercury's Idol 2516816 

Roan, Joseph M, Collins 
Spreading Elm Gloster 34th 2322262 
Roan, Dewar Brothers 


SPREADING ELM GLOSTER 65TH - Bred to Mar Bel Feerless 5th, 


DEWAR BROS. 


Sire 

SPREADING ELM STAR 2859790 

Roan, H. N. Harrison 

Dam 

SPREADING ELM GLOSTER 51ST 2770344 
Roan, Dewar Brothers 


SPREADING ELM GLOSTER 63D - Bred to Mar Bel Feerless 5th. 


DEWAR BROS. 


SPREADING ELM GLOSTER 63D 2995-804 R-D58 L-3 


Roan, calved April 2, 1958. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


SPREADING ELM VICTORIA 1OTH 2995-798 R-D58 L-6 


FEMALE 


Knobhill Platts 2621651 


Roan, T. S..& T. Po Colenian 
Vinolia Sue 2698176 
Roan, D. M. Gregg 


Leewood Trademark 11th 2434851 


Roan, Morse Brothers 
Spreading Elm Gloster 38th 2532005 
Roan, Dewar Brothers \ 


FEMALE 


Roan, calved April 6, 1958. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sere 

SPREADING ELM STAR 2859790 

Roan, H. N. Harrison 

Dam 

SPREADING ELM VICTORIA 2D 2567057 
Red, Dewar Brothers 


Knobhill Platts 2621651 


Roan, T.S. & T. P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 
Spreading Elm Jock 2430360 

Red, Dewar Brothers 
Victoria T 3d 2052044 

Red, J. M. Townsend 


SPREADING ELM VICTORIA 10TH - Bred to Mar Bel Feerless 5th. 


DEWAR BROS. 


VIOLET BUD 11TH 2995-802 R-D58 L-10 


FEMALE 


Roan, calved April 17, 1958. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sire 

SPREADING ELM STAR 2859790 
Roan, H. N. Harrison 

Dam 

VIOLET BUD 4TH 2658725 

Red, Dewar Brothers 


Knobhill Platts 2621651 


Roan, T,.8..& 1... BP, Cole mrss 
Vinolia Sue 2698176 

Roan, D. M. Gregg 
Mercury's Idol 2516816 

Roan, Joseph M, Collins 
Violet Bud 3d 2481557 

Red, Dewar Brothers 


VIOLET BUD 11TH - Bred to Mar Bel Feerless 5th. 


19 


DEWAR BROS. 


VILLAGE VICTORIA 78TH 2995-792 R-D58 L-14 


FEMALE 


Roan, calved April 30, 1958. Bred & Owned by Dewar Brothers, Cherokee, Iowa, 


Sire 

SPREADING ELM STAR 2859790 
Roan, H. N. Harrison 

Dam 

VILLAGE VICTORIA 62D 2770351 
Roan, Dewar Brothers 


Knobhill Platts 2621651 


Roan, T. S. & T. P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 
Mercury's Idol 2516816 

Roan, Joseph M. Collins 
Village Victoria 53d 2567060 
Roan, Dewar Brothers 


VILLAGE VICTORIA 78TH - Bred to Mar Bel Feerless 5th. 


DEWAR BROS. 


SPREADING ELM VIOLET 16TH 2995-801 R-D58 L-24 


FEMALE 


Roan, calved June 30, 1958. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Scre 

SPREADING ELM STAR 2859790 

Roan, H. N. Harrison 

Dam 

SPREADING ELM VIOLET 10TH 2710482 
Roan, Dewar Brothers 


Knobhill Platts 2621651 


Roan, Ts: & 1..P; Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 
Mercury's Idol 2516816 

Roan, Joseph M. Collins 
Spreading Elm Violet 7th 2532009 
Roan, Dewar Brothers 


SPREADING ELM VIOLET 16TH - Bred to Mar Bel Feerless 5th. 


DEWAR BROS. 


SPREADING ELM VICTORIA 12TH 2995-800 R-D58 L-9 


FEMALE 


White, calved April 14, 1958. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sire 

SPREADING ELM STAR 2859790 

Roan, H. N. Harrison 

Dam 

SPREADING ELM VICTORIA 7TH 2880275 
Roan, Dewar Brothers 


Knobhill Platts 2621651 


Roan, T. S. & T. P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 
Mercury's Idol 2516816 

Roan, Joseph M. Collins 
Spreading Elm Victoria 2d 2567057 
Red, Dewar Brothers 


SPREADING ELM VICTORIA 12TH - Bred to Mar Bel Feerless 5th. 


ALTA, 10 


DEWAR BROS. FEMALE 
SPREADING ELM MYSIE 62D 2998-176 R-D58 L-123 


White, calved June 26, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T. S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 
Rona, D. M. Gregg 
Dam Mercury’s Idol 2516816 
SPREADING ELM MYSIE 43D 2658721 Roan, Joseph M. Collins 
Roan, Dewar Bros. Spreading Elm Mysie 35th 2504640 
Red, Dewar Bros. 


SPREADING ELM MYSIE 62D - Bred to Mar Bel Feerless 5th. 


DEWAR BROS. FEMALE 
VILLAGE VICTORIA 77TH 2995-813 R-D58 L-5 


Red, calved April 5, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire Spreading Elm Idol 7th 2621602 

SPREADING ELM IDOL 22D 2718595 Red, Dewar Bros. 

Red, Dewar Bros. Village Victoria 56th 2621619 
Roan, Dewar Bros. 

Dam Goldfinder Emblem 2059225 

VILLAGE VICTORIA 48TH 2481554 Red, M. D. Whimple 

Dk. Roan, Dewar Bros. Village Victoria 35th 2073966 
Roan, Dewar Bros. 


VILLAGE VICTORIA 77TH - Bred to Mar Bel Feerless 5th. 


DEWAR BROS. FEMALE 
SPREAD ING ELM VICTORIA 11TH 2995-799 R-D58 L-8 


Red, calved April 13, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T. S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 
Roan, D. M. Gregg 
Dam : Leewood Trademark 34th 2547274 
SPREADING ELM VICTORIA 3D 2680948 Roan, Fred Lee 
Red, Dewar Bros. Spreading Elm Victoria 2d 2567057 
Red, Dewar Bros. 


SPREADING ELM VICTORIA 11TH - Bred to Mar Bel Feerless 5th. 


DEWAR BROS. FEMALE 
SPREADING ELM GLOSTER 64TH 2995-805 R-D58 L-15 


Red, calved May 4, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan T.S.& T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 
Roan, D. M. Gregg 
Dam Leewood Trademark 11th 2434851 
SPREADING ELM GLOSTER 50TH 2736389 Roan, Morse Bros. 
Red, Dewar Bros. Spreading Elm Gloster 36th 2430363 
Roan, Dewar Bros. 


SPREADING ELM GLOSTER 64TH - Bred to Mar Bell Feerless 5th. 


DEWAR BROS. FEMALE 
SPREADING ELM GOLD IE 5TH 2995-790 R-D58 L-16 


Red, calved May 9, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T.S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 
Roan, D. M. Gregg 
Dam Spreading Elm Idol 22d 2718595 
SPREADING ELM GOLDIE 3D 2913505 Red, Dewar Bros. 
Red, Dewar Bros. Spreading Elm Goldie 2782980 
Red, Clausen Bros. 


SPREADING ELM GOLDIE 5TH - Bred to Mar Bel Feerless 5th. 


DEWAR BROS. FEMALE 
VILLAGE VICTORIA 80TH 2995-794 R-D58 L-22 


Red, calved June 9, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T.S.& T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 
Roan, D. M. Gregg 
Dam Leewood Trademark 11th 2434851 
VILLAGE VICTORIA 61ST 2736395 Roan, Morse Bros. 
Red, Dewar Bros. Village Victoria 23d 1885868 
Roan, Dewar Bros. 


VILLAGE VICTORIA 80TH - Bred to Mar Bel Feerless 5th. 


DEWAR BROS. FEMALE 
S PREA DING ELM SECRET 21ST 2995-812 R-D58 L-28 


. eee 


Red, calved September 21, 1958. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sine Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T. S. & T. P. Coleman 
Roan H. N. Harrison Vinolia Sue 2698176 
; Roan, D, M. Gregg 
Dam Leewood Trademark 11th 2434851 
SPREADING ELM SECRET 14TH 2736393 Roan, _—Morse Brothers 
Roan Dewar Brothers Spreading Elm Secret 13th 2504641 
; White, Dewar Brothers 
DEWAR BROS. FEMALE 


SPREAD ING ELM GARDENIA 8TH 2995-795 R-D58 L-29 


Roan, calved September 23, 1958. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Scre Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T.S. & T..P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 

Roan, D. M. Gregg 
Dam Mercury's Idol 2516816 
SPREADING ELM GARDENIA 2716021 Roan, Joseph M. Collins 
Red, Dewar Brothers Garland 2d 2445830 

Red, Otto Thiede & Sons 


DEWAR BROS. FEMALE 
SPREADING ELM NOVELTY 16TH 2995-808 R-D58 L-31 


Red, calved September 25, 1958. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


Sere Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T.S. & T, P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 
Roan, D, M. Gregg 
Dam . Spreading Elm Idol 22d 2718595 
SPREADING ELM NOVELTY 9TH 2880271 Red, Dewar Brothers 
Roan, Dewar Brothers Spreading Elm Novelty 2621616 
White, Dewar Brothers 


, 1959 


DEWAR BROS. 


SPREADING ELM NOVELTY 17TH 2995-809 R-D58 L-32 


FEMALE 


Roan, calved September 26, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire 
SPREADING ELM STAR 2859790 
Roan, H. N. Harrison 


Dam 
SPREADING ELM NOVELTY 8TH 2880270 
Roan, Dewar Bros. 


DEWAR BROS. 


ROAN LADY 24TH 2995-810 R-D58 L-33 


Knobhill Platts 2621651 


Roan, T. S. & T. P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 
Spreading Elm Idol 22d 2718595 
Red, Dewar Bros. 
Spreading Elm Novelty 2d 2680947 
White, Dewar Bros. 


FEMALE 


White, calved September 28, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire 
SPREADING ELM STAR 2859790 


Roan, H. N. Harrison 

Dam 

ROAN LADY 19TH 2658719 

White, Dewar Bros. 
DEWAR BROS. 


SPREADING ELM GARDENIA 9TH 2995-796 R-D58 L-38 


Knobhill Platts 2621651 


Roan, T. S. & T. P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 

Leewood Trademark 11th 2434851 
Roan, Morse Bros. 

Roan Lady 18th 2545771 

Roan, Otto Thiede & Sons 


FEMALE 


Red, calved October 18, 1958. Bred & Owned by Dewar Bros., Cherokee, Iowa. 


Sire 
SPREADING ELM STAR 2859790 
Roan, H. N. Harrison 


Dam 
SPREADING ELM GARDENIA 3D 2809543 
Roan, Dewar Bros. 


es ALTA IOWA 


Knobhill Platts 2621651 


Roan, T. S. & T. P. Coleman 
Vinolia Sue 2698176 

Roan, D. M. Gregg 
Spreading Elm Mark 7th 2680940 
White, Dewar Bros. 
Spreading Elm Gardenia 2716021 
Red, Dewar Bros. 


DEWAR BROS. FEMALE 
SPREADING ELM GLOSTER 66TH 2995-806 R-D58 L-39 


Roan, calved October 21, 1958. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


ey Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T.S. & T. P. Coleman 
Roan H. N. Harrison Vinolia Sue 2698176 
3 Roan, D. M. Gregg 
Dam Leewood Trademark 11th 2434851 
SPREADING ELM GLOSTER 48TH 2736387 Roan, §=— Morse Brothers 
Red Dewar Brothers Spreading Elm Gloster 44th 2589240 
: Roan, Dewar Brothers 
DEWAR BROS. FEMALE 


VIOLET BUD 12TH 2995-803 R-D58 L-40 


Red, calved November 1, 1958. Bred & Owned by Dewar Brothers, Cherokee, Iowa, 


Knobhill Platts 2621651 


Sire 
SPREADING ELM STAR 2859790 Roan, T.S. & T. P. Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 

Roan, D. M. Gregg 
Dam Leewood Trademark 11th 2434851 
VIOLET BUD 8TH 2880278 Roan, Morse Brothers 
Red, Dewar Brothers Violet Bud 5th 2710483 

Red, Dewar Brothers 


DEWAR BROS. FEMALE 
ELM CASSANDRIA 15TH 2995-811 R-D58 L-43 


i i 


White, calved November 5, 1958. Bred & Owned by Dewar Brothers, Cherokee, Iowa. 


lone Knobhill Platts 2621651 
SPREADING ELM STAR 2859790 Roan, T.S. & T. P, Coleman 
Roan, H. N. Harrison Vinolia Sue 2698176 

Roan, D, M. Gregg 
Dam F Leewood Trademark 11th 2434851 
ELM CASSANDRIA 8TH 2736386 Roan, Morse Brothers 
Roan, Dewar Brothers Elm Cassandria 4th 2504636 


White, Dewar Brothers 
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